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PREFACE. 


Tuts manual is the outgrowth of several years of experience 
with pupils in the physical laboratory as well as of a study of the 
growth and development of laboratory work in secondary schools. 
The development of the work in my own hands has been attended 
with an elimination of qualitative exercises, or illustrative experi- 
ments, and a reduction of the number of exercises at first attempted. 
My experience and study lead me to believe that the best results are 
attained by comparatively few exercises, the greater part of them 
being quantitative in character. Quality of work, rather than 
quantity, should receive the most consideration. The tendency in 
my own work has been to strive after greater accuracy from year 
to year. To allow pupils to do quantitative exercises in a careless 
manner, with small regard for accuracy, is to do them an injury. 
Under these circumstances a quantitative exercise ceases to be 
such and becomes qualitative ; and, moreover, it is a pretense and 
asham. The position here taken as to number and kind of exer- 
cises is, I believe, in accord with the best thought and practice of 
the time. In support of this it is necessary only to mention the 
report of the Physical Conference to “The Committee of Ten.” 

In the selection of experiments and methods of procedure great 
care has been taken to adopt only those that are capable of giving 
results of a considerable degree of accuracy in the hands of pupils. 
Regard has also been paid to those demanding inexpensive and 
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durable apparatus. Perhaps to some a few of the exercises may 
appear to be too difficult, but it is believed that they should be 
such as to demand the very best thought and endeavor the pupils 
are capable of giving, while at the same time not being beyond 
their capacity. 

In the presentation of the subject matter, it has been my aim to 
make the instructions so clear and explicit that the pupil need not 
go wrong, and to select that order of procedure that will give the 
best results. Here again accuracy has been one of the chief con- 
siderations. It has also been my endeavor to develop in the pupils 
the power of independent thinking, and to that end to withhold 
from them that which they ought to be able to think out for them- 
selves. Very often too much help is given to the pupil in the 
laboratory rather than too little. 

It is with pleasure that I acknowledge my indebtedness to the 
excellent manuals and text-books in common use, and to the many 
teachers and instructors in physical science from whom I have 
received valuable suggestions while preparing this work. I wish 
also to acknowledge my obligation to Prof. John O. Reed, of the 
University of Michigan, for valuable hints. 


C. F. ADAMS. 


Detroit, Micu., October, 1896. 
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INTRODUCTION 


Tue student should not enter the laboratory with the 
expectation that it is to be a play-room, and that he is to 
amuse himself with ingenious toys; if he does, he is likely 
to be disappointed. He will find it a place for the exercise 
of his keenest thought and plainest common sense, a place 
for painstaking patience and perseverance. 

The time allowed for laboratory work in most schools is 
necessarily short,—two to three hours per week at most. 
To make the best use of this time the pupil should come to 
the laboratory well prepared for the work to be done, hay- 
ing previously studied the exercise thoroughly and having 
the tabular form ready for the recording of the data. No 
work should be done in the laboratory that can just as well 
be done at home. 


The Note-book. — The note-book is one of the essential 
features of laboratory work; it 1s hardly secondary to the 
experimentation itself. The pupil should understand that 
ability to make a neat, clear, legible, and accurate record 
of anything is an acquisition to be desired; and that to 
give a simple straightforward description of an object, or 
an occurrence, is an art worth cultivating. Simplicity and 
clearness of expression are necessary to clear thinking. 
The aim of the pupil should be to make the notes so 
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clear and plain that one unfamiliar with the work can 
readily understand them. 

Precision of statement is also worthy of the pupil’s atten- 
tion, and should receive special consideration in the note- 
book. Great care should be taken that the language means 
exactly what it is intended to mean; and also that the notes 
truthfully conform to the results found in the laboratory, 
without pretense that they wholly accord with uss demands 
of theory, if in fact they do not. 

The laboratory note-book gives unusually good oppor- 
tunities for the cultivation of all these things, — clearness, 
simplicity, precision, scientific accuracy, and scientific truth- 
fulness of expression. 

The habit of making the first record neat and accurate 
should also be cultivated, and the labor of copying and the 
mistakes incident thereto avoided. This requires foresight 
and method. The constant use of the eraser and the record- 
ing of data on loose sheets of paper should by all means be 
avoided. A result should be recorded in its proper. place 
in the note-book the moment it is obtained, unless the work 
is merely preliminary for the sake of practice, or for testing 
the apparatus. The book should be of good material and 
used exclusively for this work. To afford room for the tabu- 
lar forms and for cross-section paper, one 74 or 8 in. wide is 
to be preferred. 

All pieces of apparatus should be numbered or have dis- 
tinguishing marks, of which a record should always be made 
by the pupil. If this is done, labor will often be saved, 
when it is found necessary to verify any results by repeat- 
ing an experiment. It often happens that it is impossible 
for a pupil to rectify a mistake because of neglect of this 
precaution. 

The following order and headings are suggested for the 
note-book, four pages at least being necessary for most ex- 
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periments: Use as headings or topics, (1) Purpose, (2) Ap- 
paratus, (3) Cperations, (4) Discussion, (5) Conclusion, 
and (6) References. Place these headings in the margin. 
Beginning on the left-hand page, write at the top the serial 
number of the exercise, the manual number, and the date. 
Place at the top of the right-hand page the tabular form. This 
can be done before coming to the laboratory. The tabular 
form being at the top of the page, the columns can be extended 
downward as the work proceeds in the laboratory. The entire 
right-hand page should be reserved for numerical data, mathe- 
matical calculations, and the like. 

The first, or left-hand page, will usually afford sufficient 
space for the treatment of the topics, ‘‘ Purpose,” “Apparatus,” 
and ‘‘ Operations,” the remaining topics being placed on the 
third and fourth pages. 

Under “Purpose,” state the object of the exercise, or the prob- 
lem to be solved. Very often the purpose will be to show the rela- 
tion between dependent phenomena,—to verify a physical law. 

Under the heading “Apparatus,” give a list of the pieces 
used, and generally a brief description of the more important 
parts and conditions. Very often drawings or diagrams are 
desirable and should be placed under this head. Shaded 
drawings, however, are not to be encouraged. 

Under “Operations,” give a simple narrative of the method 
of procedure. No numbers from the tabular form should be in- 
troduced into this narrative, but the statements should be general 
so as to be applicable to all of the numerical data. 

Under the heading “ Discussion,” give a simple mathematical 
analysis, showing how the data of the tabular form are used to 
verify the truth taught by the exercise. This topic should 
include some account of the theory of the exercise and also a 
statement of the sources of errors that occur. 

The “Conclusion”’ should contain a statement of the infer- 
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ences to be drawn from the exercise or the results of the mathe- 
matical calculations. 

Under “ References” give references to text-book, manual, 
and other books consulted on the experiment. 

The following quotation from an address by President Eliot 
of Harvard sets forth very clearly the value of laboratory work 
in science and indicates the important share that the note-book 
should have in it :— 

“‘ These, then, are the four things in which the individual youth should be 
thoroughly trained, if his judgment and reasoning power are to be systemati- 
cally developed: Observing accurately ; recording correctly ; comparing group- 
ing and inferring justly; and expressing cogently the results of these operations.” 

The following.are some of the most common faults in note- 
book work :— 


(1) Frequent erasures. If a mistake is made, the book 
should not be disfigured by erasures, by drawing lines 
through the work, or by cutting out the leaves. It is much 
better to make a note in the margin explaining the mistake. 
Corrections made in this way are evidence of the honesty 
of the work. 

(2) Crowding the notes. This fault is very common. 
Generous spaces should be left between the different parts 
of the notes for additions and corrections after discussion 
with the teacher. 

(8) Disregard in drawing conclusions of the data obtained 
in the laboratory. Pupils often state conclusions drawn from 
their knowledge of the subject obtained from the text-book, 
not from their own work. 

(4) Use of common fractions instead of decimals. 

(5) Use of the imperative mood in descriptive notes. 
The pupil is not instructing another how to perform the 
experiment. 

(6) A disinclination to record the result of an obser- 
vation, if it happens to accord exactly with a previous 
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observation. To obtain the same result several times in 
succession, is not necessarily evidence of especially accurate 
work. 


After the notes are completed, they should be discussed 
with the teacher; and after the discussion, they should be 
revised and corrected. This discussion should, if possible, 
be a personal one. With large classes, however, this is 
often impossible. In that case some part of the recitation 
time should be devoted to the discussion of laboratory 
exercises. 

For the purpose of criticising notes, some system like 
the following is convenient: — 


1 to indicate bad English, wrong spelling, capitals, or 
punctuation ; 

2, lack of neatness, bad form, or crowded notes ; 

3, incompleteness, or meagerness ; 

4, incorrect data, or calculations ; 

5, false reasoning, absurd or false statements ; 

6, notes in general bad; 

7, weak or unsatisfactory in parts; 

8, consult the teacher at once ; 

9, commendation ; 

X, unnecessary statements. 


Calculation of Results. — The study of physics has become 
very largely a science of measurement. ‘The student should 
bear in mind, however, that perfect accuracy of measure- 
ment is unknown and impossible. For example, if a certain 
length is said to be 1.26 cm., it is not to be understood that 
the following places, if filled out, are ciphers, but that they 
are unknown. 

The differences between observed values and true values 
are called errors. Errors are to be distinguished from mis- 
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takes, which are the result of carelessness and inexperience. 
Errors must always exist; mistakes ought never to occur. 
But because mistakes are likely to happen, especially with 
beginners, a single determination of any quantity is of little 
value, and several determinations should always be made. 
If there is good reason for believing that an observation is 
affected by a mistake, it should be rejected; but the pupil 
should not therefore reject an observation simply because 
it differs from other observations of the same quantity. 

Some errors are constant. They are those that are due to 
known causes, and always affect the result in the same 
direction; that is, making it always too large or always too 
small. Such errors, when due to the apparatus, are called 
instrumental errors. Constant errors are allowed for by cor- 
rections and by changing the conditions of the experiment. 
No general rules can be given for their elimination; each 
one is a subject for special consideration. 

Errors due to unknown causes and to uncertainty of 
observation are termed accidental. Such errors give results 
that are as likely to be above as below the true value. 
They are eliminated, in part at least, by the method of 
averaging,—a method that does not apply to constant 
errors. 

A consideration of the errors of an experiment is valu- 
able, because it enables one: (1) To judge of the accuracy 
of the results, (2) To see what abbreviations of the calcula- 
tions are allowable, (8) To see what part of an experiment 
needs most care, and (4) To see how the error may in part 
be eliminated. 

The degree of accuracy attainable differs very much in 
different experiments. Generally an accuracy of one part 
in a hundred, or an error of not more than one per cent, 
will certainly be all that can be expected from beginners 
in this work. 
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If an accuracy of 1 part in 100 only is to be obtained, 
then only three digits are necessary to express the result; if 
1 part in 1000, then four digits only should be used. For 
example, suppose 243.7868 c.c. be obtained as the result of 
an experiment, but that it is known to be accurate only to 
1 part in 100; then only three figures of the result should 
be kept, 244. One is added to the last figure, because the 
following one is greater than 5. To keep more of the fig- 
ures is worse than-useless. In the first place, it is mislead- 
ing: and untruthful, for it implies that the accuracy is 
greater than it really is. Precision of statement is as im- 
portant as accuracy of the result. In the second place, 
unnecessary labor was probably used in calculating it, and 
if it were used in further calculations, more unnecessary 
work would be done. It is customary to keep one uncer- 
tain figure in all results. 

When several determinations enter into a result as factors, 
the final result can never be more accurate than the least 
accurate factor. For example, suppose that one factor is 
known to be accurate to 1 part in 1000, one to 1 part in 100, 
and one to 1 in 10000; the result can only be accurate to 
1 part in 100, and if the result be 3245.4798, or 32.454798, 
or 0.00032454798, only three of the digits at most should be 
retained. The answer would be 3250, or 32.5, or 0.000335. 

To illustrate these principles further, the following data 
are taken from a student’s note-book : — 


Rise in temperature .... Slice 
WEIS Ss 6 6 a oo 6 tele 
IMEX ORC NTIG 6 6 G 6 a co WEY 
Change of temperature . . .  80.6°. 


To obtain the desired result the data were used as 


follows : — > 
3.1 x 378.2 1172.42 = 0.09476. 


153.5 x 80.6  12372.10 
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The least accurate factor in the data is the 3.1°. The 
tenths of a degree were estimated, and hence there is an 
element of uncertainty about the 0.1 in that number. 

We can judge first of the accuracy of the result. There 
will be the same order of uncertainty in the result as in the 
3.1; that is, only the first significant figure is certain, and 
the next is uncertain, and those that follow are wholly un- 
known. All after the 4 should be dropped. 

In the second place, we can see what.factor needs most 
care in its determination. As far as the accuracy of the 
result is concerned, it is wholly useless to determine the 
weights to tenths of grams. In fact, an error of 10 g. in 
the determination of the weights would not have affected 
the accuracy of the result any more than an error of 0.1 of 
a degree in the rise of temperature. 

In the third place, we can see what abbreviations of the 
calculations are allowable. Dividing 1170 by 12400 will 
give 0.094, a result as accurate as the one given above, 
where all the figures were used. This shows that both 
the multiplications and the division could have been short- 
ened. 

In the fourth place, the error in the 3.1° is an accidental 
one, and hence the average of several determinations would 
tend to make the result accurate to one more place. 

The following example will illustrate one method of 
abbreviating multiplication: What is the product of 87.64 
by 23.59, the last figure of each being uncertain ? 

87.64 

23.59 
Reversing the usual order of multiplying, (2 x 87.64) =1752.8 
Dropping last figure of multiplicand, (3 x 87.6)= 262.9 
Dropping one more figure of multiplicand, (6x87)= 43.8 
Dropping another figure of multiplicand, (x8)= 7.8 
2067.3 
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The same number is carried each time as would have been 
carried had all of the figures of the multiplicand been used. 
The 7 in the result is uncertain, and the next: figure conse- 
quently is unknown and should be dropped. The result is 
therefore 2067. The labor saved will be appreciated by 
multiplying the two numbers in the usual way, and com- 
paring the work with this. 

In recording measurements, all the decimal places should 
be kept which the accuracy of the method used permits. 
For example, if the instrument measures to hundredths of 
a centimeter, and a measurement of exactly 2.8 cm. is 
obtained, it should be recorded as 2.80 cm., not 2.8 cm. 
The first signifies that hundredths of centimeters were 
measured, the last that no attempt was made to measure 
beyond tenths. 


Interpretation of Results. — It is quite as important for 
the pupil to appreciate the meaning of his data as it is for 
him to obtain them. Two rules will assist him in this 
respect: When the quotient of two variables is constant, 
the two quantities are directly proportional. When the 
product of two variables is constant, the two quantities are 
inversely proportional. 


Graphic Representation of Results. — When two quantities 
are so related that any change in the value of one causes a 
change in the value of the other, it is often very advanta- 
geous to represent the relation between them graphically. 

Paper ruled in small squares is used for the purpose, 
called cross-section paper (see Fig. 1). The most useful 
kind is that ruled in centimeters and millimeters, or in 
inches and twentieths of an inch, each tenth line being 
heavier than the rest. 

A corner, O, of one of the squares, usually in the lower 
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left-hand corner, is selected for the origin, and the lines OX 
and OY are drawn through this point. These are called 
the axes, OX being the axis of abscissas and OY the axis of 
ordinates. 

Suppose it is desired to represent the relation between 
the twist, or torsion, of a wire and the force producing the 
torsion, an experiment having given the following data: — 


A force of 10 g. produced a torsion of 18°. 
73 6 20 g. 4c 66 66 88°. 
(73 73 80 g. 66 73 a3 58°, 
oc ve 40 fp. (a3 6 ce 7 72°, 
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A force of 50 g. produced a torsion of 90°. 


(73 6b 60 g. (73 6c 66 105°. 
73 79 70 g. 73 66 73 126°. 
be oe 80 g. 6c 7 6b 144°, 


On OX distances are laid off to represent the several 
forces, and on OY distances to represent the several tor- 
sions. In laying off these distances some scale must be 
selected to represent a unit of force, and one also to repre- 
sent a unit of torsion, not necessarily the same scale for 
each. Convenience and the size of the paper are the chief 
considerations in selecting the scale, which should be as 
large as the size of the paper permits considering the 
largest value to be represented. 

At the intersections of the horizontal lines Pennine 
from the places marked on the axis of ordinates and the 
verticals from the places marked on the axis of abscissas 
place small dots, or crosses. Each of these dots represents 
both a force and a torsion. The quantities represented on 
OX and OY are together called the co-ordinates of these 
points. Thus, OC and OE are the co-ordinates of the 
point D. 

The line joining these dots represents the relation exist- 
ing between these quantities. It may be a straight line, 
quite as often it is a curved line. The simpler the curve, 
the more simple the law expressing the relation between 
the quantities. 

In connecting the dots by a line draw a smooth regular 
line, or curve, that will hit most of the points, not a broken 
one that will touch all of the points. If some of the dots 
fall out of such a line, either there was an error in the data 
or the relation between the quantities is not a simpleand a 
constant one. 

If the line is a straight one, it can be shown by geometry 
that they are directly proportional to each other. Thus, 


x 
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OAB and OCD are similar triangles and OA: OC: : AB: CD, 
but OA and OC represent forces and AB and CD torsions. 

The scale on which the curve is drawn should always be 
indicated along the two axes. Negative quantities are 
plotted to the left and below the origin. 


Method of Using a Scale.—In using a scale, its marked 
edge should be placed as near as possible to the object being 
measured. If the thickness of the rule, as in Fig. 2, inter- 


Fig. 2. 


venes, an error is likely to arise due to parallax, or a wrong 
position of the eye. This will be avoided by placing the 
rule as shown in Fig. 3. 

The first method is bad also because the measurement 
begins at the end of the rule. This may cause an error, 


Rigace 


because the end of the rule, or scale, may be imperfect, and 
also because it is often difficult to adjust the thing measured 
so that it is exactly even with the end. 
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In general, it is better not to start at the zero of any scale 
to measure, but to take the difference between two points on 
the scale, as shown in Fig. 3. The pupil should learn to 
estimate tenths of the small divisions of a scale. 


The Beam Balance. — Fine chemical balances are inclosed 
in glass cases to exclude the dust and to protect the balance 
from currents of air. When not in use, the beam is raised 
from the knife-edges; and there are rests under the pans 
to steady them. The beam is lowered for use by turning a 
milled head in front of the instrument, and the rests under- 
neath the pans are lowered by pushing in a small stop or pin. 

Before the balance is used each day, it must be leveled; 
this is done by a spirit-level usually attached to the instru- 
ment. The position also of the pointer on the scale, when 
the beam is at rest, must be determined. Generally the 
pointer, when the beam comes to rest, will be found not to 
coincide with the middle point of the scale, and it is not 
well to attempt to adjust it to that point. It requires too 
much time to wait for the beam to cease swinging in order 
to determine the position at which the pointer would come 
to rest; and hence the position of rest is found by observ- 
ing the turning-points of the index, while it is vibrating, 
and taking the mean of these points. The position of rest, 
however, is not midway between any two consecutive turn- 
ing-points, since friction and the resistance of the air reduce 
the amplitude of vibration at each swing; but it is found by 
taking ah odd number of turning-points, say 5 to the left 
and 2 to the right. This will throw the greatest and the 
least on the same side. For example, suppose the pointer 
to move over a scale having twenty divisions, and imagine 
these divisions to be numbered from 0 on the right to 20 
on the left (not from the center in both directions). (See 
Fig. 4.) Suppose the following observations are taken : — 
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TURNING-POINTS. 


Right. Left. 
6.4 14.6 
6.8 14.0 . 
(4 ee 


3)20.6 2)28.6 


Mean to the right = 6.9 14.3 = mean to the left. 
6.9 = mean to the right. 


2)21.2 
10.6 = position of rest. 
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In weighing a body, weights are placed on the pan until 
a nearly perfect balance is obtained, and then the position 
of rest is again obtained as above. Suppose it to be 8.8; 
then, if the weights are in the right-hand pan, there are 
too few of them, and the pointer lacks (10.6 —8.8) 1.8 
divisions of being in the right place. Add 1 mg. to the 
pan, and again find the position of rest. Suppose it to be 
9.6. Then 1 mg. causes a change in its position from 8.8 
to 9.6, or (9.6 — 8.8) 0.8 of a division. It will take as many 
milligrams to change it 1.8 divisions as 1.8 + 0.8 = 2.25 mg. 
Hence the true weight will be 2.25 mg. more than the 
weight first found. If the position of rest had been 1.8 to 
the left of the zero position, then the 2.25 would have 
been subtracted. 
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The number of scale divisions the position of re&t is 
changed by 1 mg. is termed the sensitiveness of the bal- 
ance. This changes with the load, and should be deter- 
mined for every 10 g. up to the full load allowed for the 
balance. Thus, to determine the sensitiveness for a load of 
40 g., place 40 g. in each pan and then determine the posi- 
tion of rest; then add 1 mg. to one pan and again determine 
the position of rest. The change in the position will be the 
sensitiveness for that load. 

Using the loads and the sensitiveness for each load as 
co-ordinates, plot a curve showing the relation of each to 
the other. If this curve is preserved, it will save the 
trouble of finding the sensitiveness of the balance for 
every weighing that is made. 


Rules for Weighing.—(1) See that the balance is level 
and that the pans are free from dust. Use a camel’s- 
hair brush for removing the dust. 

(2) Place the object to be weighed in the left-hand pan 
and the weights in the right-hand pan of the balance. 

(3) See that all of the weights are present in the box 
before beginning to weigh, and place the box conveniently 
near the right-hand pan. 

(4) Never place objects or weights on the pans, nor re- 
move them from the pans except when the beam is raised 
from the knife-edges and the balance is at rest. 

(5) In arresting the beam, always wait until the pointer 
is over the center of the scale. The beam should always 
be raised slowly and carefully to avoid injuring the knife- 
edges. 

(6) Never touch the weights with the fingers, but lift 
them with forceps provided for the purpose. 

(7) The weights should never be anywhere but on the 
pan or in their places in the box. 
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(8) Use the weights in the order in which they are placed 
in the box from the largest to the smallest, omitting none. 

(9) Check the final result that has been found by adding 
the weights on the pan, by noting the vacant places in the 
box and adding the weights belonging therein. 

(10) The object to be weighed should be cool, and nothing 
that is wet or that would injure the pan must be placed 
directly upon it. 

(11) Final observations must be taken with the balance 
case closed to avoid currents of air; and the position of the 
observer should be central, so that the line of sight shall be 
normal to the scale. 


Rules (2), (3), (7), (8), (9), and (10), apply as well to larger 
and coarser balances and weights, and should always be 
observed. 
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CHAPTER I 


SIMPLE MEASUREMENTS 


[The following exercises should be preceded by a few exercises in sim- 
ple measurement, such as measuring the length and width of the labora- 
tory table, or the dimensions of the room. ‘The average of several 
measurements of the same thing should always be taken. Such exercises 
can readily be devised and multiplied by the teacher according to the time 
at his disposal.] , 


EXERCISE I 


THE DIAGONAL SCALE 


References. —S. & G., Vol. I., pp. 4-6. 

Apparatus. — A pair of dividers with sharp points. A 
diagonal scale (Fig. 5). A strip of brass with two small 
crosses ruled upon it. 

Operations. — (1) Determine the unit of the scale. 

(2) Count the number of spaces into which the unit of 
the scale is divided by the diagonal lines at one end of the 
scale. Also count the number of spaces formed by the 
lines running lengthwise on the scale. 

(3) Note that the diagonal lines and the horizontal lines 
form a large number of small parallelograms. 

What is the length of the top and bottom of each of these 


parallelograms ? 
25 


26 PHYSICAL LABORATORY MANUAL 


(4) Note that the first diagonal line, the one starting at 
the zero of the scale, forms with the vertical from the same 
point a triangle. 

How long is the base of this triangle ? 

(5) By geometry determine the length of all the lines in 
that triangle parallel to its base. 

(6) How far is it, for example, on the fifth horizontal line 
from its intersection with the vertical from zero to its inter- 
section with the second diagonal? On the third horizontal 
line? fourth? fifth? etc. ? 


3 


Fig. 5: 


How far is it from the vertical on the fifth horizontal to 
the fourth diagonal ? to the sixth diagonal? eighth? ninth ? 

(7) What do the diagonal lines represent or express? 
What the horizontal lines ? 

(8) By the aid of the scale, spread the points of the 
dividers so that they shall be 2.67 units apart; 3.08 units 
apart; 1.45; 2.11. Let the instructor verify in each case. 

(9) By the dividers and the diagonal scale measure the 
distance between the points of. intersection of the two 
crosses on the strip of brass. Let the instructor verify 
the measurement. 


N.B.— Both points of the dividers must always be on the same 
horizontal line. 


SIMPLE MEASUREMENTS 27 


It will be found convenient for the instructor to keep 
a record of the distances between the crosses on the strips 
of brass, the strips being stamped with a number and passed 
around the class. Each pupil can thus report his measure- 
ment, and the instructor can easily verify. 


EXERCISE II 
THE VERNIER 


References. — American Cyclopedia, art. Vernier; D., p. 
145% Gt, art. 103-5. &.G., p. 7. 

Apparatus. — A model vernier (Fig. 6), consisting of a 
board about 5 x16 x1 cm., on which a scale is marked 


pea 56789 
pea 


having a unit about a decimeter long, each unit being 
divided into ten equal parts; another piece of wood about 
12 x 3 x 1 em,, on which are marked off ten divisions equal 
to nine divisions on the larger scale. The larger one con- 
stitutes the scale, and the smaller, the vernier. Instead 
of the model vernier, any instrument having a scale and 
vernier, such as a verniered caliper, may be used. 

Operations. — (1) Determine what constitutes the unit of 
the scale. 

(2) How long is each division of the unit? 

(8) How long is the vernier ? 

(4) How long is each division of the vernier ? 
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(5) What is the difference in length between one division 
of the scale and one of the vernier ? 

Answer the above questions in terms of the unit of the 
scale, and in decimal, not common fractions. Write the 
questions and their answers in your note-book. 

The answer to the last question constitutes the least count 
of the vernier, and it determines to what part or fraction of 
the unit the measurement can be taken. 


Fig. 7.—Verniered Caliper. 


(6) Set the vernier so that its zero coin- 
cides with any line on the scale. How far 
is line number 1 of the vernier from the zero 
of the scale? How far is the zero of the vernier from 
the zero of the scale? If the vernier is moved along until 
its line 1 coincides with the next line of the scale, how far 
has it been moved? How far is the zero of the vernier 
from the zero of the scale? If moved so that its line 2 
coincides, how far has it been moved, and how far is the 
zero of the vernier from the zero of the scale? line 3? 
line 4? line 5? ete.? When the sixth line of the vernier 
coincides with a line on the scale, into what parts does the 
zero of the vernier divide a division of the scale? When 
the seventh line coincides? eighth line? third line? ete. ? 
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EXERCISE III 
THE MICROMETER SCREW 


Apparatus. — The micrometer screw is an instrument for 
measuring small dimensions with great accuracy. The 
screw C (Fig. 8) is turned by the head D, which is a hollow 
cylinder surrounding the shaft a. On the shaft a is a linear 
scale corresponding to the pitch of the screw. Suppose the 
pitch to be 7, (0.025) of an inch. In that case the linear 
scale would be divided into tenths of an inch, and each 


Fig. 8. 


tenth into four equal parts, or fortieths (0.025) of an inch. 
When the screw is turned one whole revolution, it will move 
lengthwise 2, (0.025) of an inch, and the beveled edge A 
of the cap will pass over one division of the linear scale. 
This beveled edge is also graduated, its circumference being 
divided into twenty-five equal parts. When the screw C is 
in contact with B, the beveled edge A should coincide with 
the zero of the linear scale, and the zero of the circular scale 
on A should coincide with a line running lengthwise.of the 
linear scale. 

When the screw is turned through one of the divisions 
of the circular scale, it of course makes 5 of a revolution 
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and moves lengthwise » as far as it does when turned 
once around; that is, 5 x jy, or in the decimal form 5. of 
0.025, which is 0.001 of an inch. Hach division of the cir- 
cular scale, therefore, measures 0.001 of an inch. It is easy, 
however, to estimate tenths of these circular divisions, and 
thus to read by this instrument to 0.0001 of an inch. 

Not all instruments of this kind have exactly the same 
graduations as those described above. The pitch of the 
screw and the number of divisions on the circular scale may 
be different, but the principle of all is the same. 

Operations. — (1) Determine the pitch of the screw; that 
is, the value of one of the divisions of the hnear scale. If 
this cannot be done by inspection, turn the screw back until 
a considerable portion of the scale is visible, and then by a 
pair of dividers compare twenty, or more, divisions of it 
with both English and metric standard rules. 

(2) Ascertain the number of divisions in the circular 
scale and calculate their value, as described above. 

(3) Place a wire, or some object to be measured, between 
Band C, and turn the screw until it is just tight enough to 
hold it there. In doing this, hold the head D lightly, so 
that as soon as contact occurs the fingers will slip, otherwise 
there is danger of straining the screw and flattening the wire. 
Never turn the screw wp hard. 

(4) To obtain the result, count the number of whole divi- 
sions of the linear scale exposed to view and add to their 
value the fraction of the last division obtained by reading 
the circular scale. 

Support the screw in the left hand by taking hold at the 
bend of the frame. Before the screw is turned, let the in- 
structor verify your reading. 

Practice in the use of the instrument should be continued 
until it can be read with ease and accuracy. 
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EXERCISE IV 
THE JOLLY BALANCE 


References. —S. & G., Vol. L, 
pp. 163, 186. ; 

Apparatus. — A Jolly balance 
(Fig. 9). A’ set of metric 
weights. 

Operations. — (1) Read and re- 
cord the position of the index of 
the spring with no load in the 
pan, avoiding parallax, or the 
apparent displacement of the in- 
dex due to the different positions 
of the eye, by placing the eye so 
that the index exactly covers its 
own image in the mirror. 

(2) Place 5 g. in the pan, and 
take the position of the index 
again. 

(3) Repeat with 10, 15, 20, 
25 g., etc., always reading and 
recording the position of the 
index both before and after 
using each weight. 

(4) Repeat the above with 
the same weights after having 
moved the spring a short dis- 
tance up or down to change 
its zero position. 

Record the data as fast as obtained in a table like the 
following : — 
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BALANCE NO. 


Reading Average < 
without without Reading Load. Elongation. Elongation 


with Load, per Gram. 


Load. Load. 


ys 


(5) From the above table find the relation between the 
load and the elongation. (An illustration of Hooke’s law.) 

(6) Calculate how many grams are necessary to elongate 
the spring one centimeter. This will be the modulus of the 
spring. (See H. & B., p. 14, note.) 

(7) Knowing Hooke’s law, what use can be made of the 
modulus ? 

(8) What relation exists between the load and the elas- 
ticity (power of recovery) of the spring ? and hence between 
the elasticity and the elongation ? 

(9) Is the elasticity of the spring perfect? (See H. & B., 
p. 18). 

The conclusions to be derived from this exercise are indi- 
cated by paragraphs (5), (6), (7), (8), and (9). 

(10) Using the elongation and the load as co-ordinates, 
plot a curve showing the relation between them, and fasten 
the paper upon which it is done in your note-book. 


Norr. — Hooke’s law states that when a body is distorted within 
the limits of elasticity, the force with which it reacts is proportional to 
the amount of the distortion. 


The force apphed and the reaction (elasticity) together 
constitute a stress, and the distortion is termed a strain. 


* The numbers in the columns of the tabular forms indicate inches, 
and are intended to suggest roughly to the pupil a suitable width for the 
columns when the tabular form is placed in the note-book. 
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EXERCISE V 
DENSITY OF A RECTANGULAR PRISM 


References. — For equivalents for reducing metric units 
to English units, see appendix, p. 169, and Everett’s C.G.S. 
Units, introductory pages. 

Apparatus. — A Jolly balance. Steel rules, verniered 
calipers, or dividers and diagonal scale. A small rectan- . 
gular prism of wood. 

Operations. — (1) Measure the length, breadth, and thick- 
ness of the block several times, each time in a different place. 

(2) Weigh the block by the Jolly balance. 

(3) From the average of the measurements taken, find the 
volume of the block, and calculate the mass of 1 ¢.c. (cubic 
centimeters) of the substance composing the block. This 
will be the density of that substance. What is density ? 

(4) Repeat the above, using English instead of metric units, 
and finding the mass (expressed in ounces) of 1 cu. in. 

If means are not at hand for finding the weight in ounces, 
reduce the weight in grams to ounces. 

As a test of the accuracy of your work, reduce the vol- 
ume in cubic centimeters obtained by measurement to cubic 
inches, and the volume in cubic inches to cubic centimeters. 
In making the calculations for this exercise, observe care- 
fully the instructions given on pp. 15, 16, and 17. Do not 
retain more figures in your results than the accuracy of the 
methods used justifies. How many figures in each measure- 
ment are certain? In the average dimensions obtained, how 
many of the figures are certain? which ones are uncertain? 
which are unknown? Use the method of multiplication 
given on p. 16. ; 

Tabulate the data as follows : — 


~ 
- 
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OBJECT 


Metric Units, English Units. 


Length. Breadth. | Thickness.| Length. Breadth. | Thickness. 


we % 4 


ete, 
Average 


Volume 


Reduced volume 


Weight 


Density of 


EXERCISE VI 
DENSITY OF A CYLINDER 


Apparatus. — A small cylinder of brass or other metal. 
Calipers, steel rules, or dividers and diagonal scale. Two 
square-cut blocks (Figs. 10 and 11) and a meter-stick. 

Operations. — (1) Find the average dimensions of the cyl- 
inder, being careful to measure its diameter at several 
different places and in different directions. 

The diameter may be measured either by calipers or by 
placing the cylinder between two square-cut blocks whose 
sides are placed against a ruler and then measuring the 
distance between the blocks. Do not begin at the end of 


* State the kind of wood or the name of the substance. 


\ 
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a rule to measure, but measure between two marks on the 
scale, estimating tenths of a millimeter by the eye. The dis- 
tance .between the blocks can also be measured by the use 
of the dividers and the diagonal scale. 

(2) Weigh the cylinder, and determine its density as in 
the preceding exercise. Use a similar tabular form, making 
two instead of three columns for the dimensions. 


fs kl | 
ee 


Fig. 10. 


EXERCISE VII 
DENSITY OF A SPHERE 


Apparatus. — Same as above. A small sphere of wood or 
other material. 

Operations. — (1) Measure the diameter of the sphere in 
several different directions, using the square-cut blocks. 
Estimate by the eye tenths of a millimeter. 

(2) Weigh, and determine the density as before. 

Use a tabular form similar to that of Exercise V., having 
only one column for the dimensions. 


CHAPTER II 


MECHANICS OF SOLIDS 


EXERCISE VIII 


ELASTICITY OF BENDING: LENGTH CONSTANT 


Apparatus. — Two blocks about 8 x 8 x 5 em. having thin 
strips of brass set in them for knife-edge supports. 
Another block with a short scale attached, graduated in 


millimeters. Another block, to which is attached a lever 

of aluminum wire about 30 em. long, the short end being 

bent up at right angles (Fig. 12). A meter-stick. <A set 

of metric weights. A bar of wood about 100 x 2.5 x 1 em. 

Operations. — (1) Place the two knife-edge supports 80 or 

90 cm. apart and about 30 cm. back from the edge of the 
36 


MECHANICS OF SOLIDS 37 


table. Lay the bar upon them and the meter-stick beside it, 
having the knife-edges at right angles to the bar. Place the 
block with the lever so that the short end of the lever shall 
touch the under side of the bar at a point midway between 
the knife-edges, the lever extending toward the edge of the 
table at right angles to the bar. Place the block with 
the scale at the end of the long arm of the lever so that 
the movements of the bar magnified by the lever can be 
measured on the scale. 

(2) See that the blocks do not rock on the table nor the 
bar on the knife-edges. Everything should be firm before 
any readings are taken. 

(3) Read the position of the lever on the scale, avoiding 
parallax and estimating tenths of millimeters. 

(4) Place on the center of the bar 100 g., and read the 
position of the lever again. Then remove the weight and 
again take the position of the lever without any load. 

(5) Repeat, using 200, 300, 400, 500 g., always reading 
and recording the position of the lever both before and 
after using each load. 

Tabulate the data as follows: — 


Lever Read-| Average 
Length of ing without! without 
Bor Load. Load. 


Reading Deflection 


with Load. or D. EOL 


Nore. —It is well to wait a moment after removing the weight from 
the bar before taking the reading, to allow the bar to fully recover, 


(6) Draw your conclusion from the last column. Also 
show the relation between elasticity and deflection. 

(7) Taking the load and the deflection as co-ordinates, 
represent their relation graphically. 

Does this exercise afford an illustration of Hooke’s law ? 
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EXERCISE IX 
ELASTICITY OF BENDING: LENGTH VARIABLE 


Apparatus. — The same as for Exercise VIII. 

Operations. — (1) Proceed as in the preceding exercise, 
except that the same load, 500 g., is to be used with different 
lengths of the bar. Starting with the knife-edges 50 cm. 
apart, try several lengths up to 80 or 90 cm. 

(2) Repeat with 400 g. 

Tabulate the data as follows :— 

Average | Reading 


without with 
Load. Load. 


Deflection | Length | 2 | 2. 


Lever Reading 
oe or D. or LZ. | ZL it 


without Load. 


Ye VE 4 % uw 


In your conclusion discuss the meaning of the last three 
columns. 

Using first the deflection and the length as co-ordinates, 
plot a curve showing graphically the relation existing be- 
tween them; then use the deflection and the square of the 
length and plot the curve, then the cube of the length. Plot 
all three curves on the same sheet. 


EXERCISE X 


COMPOSITION OF CONCURRING FORCES 


Apparatus. — Three spring-balances. Two pieces of fish- 
line. Three pieces of wood about 12 x 5 x 2.5 cm., each 
having a nail projecting from its upper surface near one 
end. Three clamps. 
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Operations. — (1) Connect the hooks (Fig. 13) of two of 
the balances by a cord 50 to 60 em. long, having first passed 
it through a loop in the end of another cord 20 to 30 ecm. 
long. Attach this shorter string to the hook of the third 
balance. 

(2) Place the balances thus connected backs down on the 
table, passing the rings of the first two over nails driven in 
the table 30 to 50 cm. apart, or 
over nails in the small boards 
clamped to the table. 

If the indexes of the balances 
are not at zero when in this posi- 
tion, allowance must be made for 
their displacement in all future 
readings. 

(3) Now pull the third balance 
toward the opposite side of the 
table until each balance registers 
several units, but see that none 
of them is stretched to its full 
extent. 

(4) Place the note-book or a 
sheet of paper under the junction 
of the cords, and draw lines from 
this junction just beneath and 
parallel to each cord. Success in this experiment depends 
largely upon the accuracy and care with which these lines 
are drawn. Secure the note-book by weights or the paper 
by pins, and use a pencil with a fine point and a thin-edged 
ruler. 

(5) Read each balance with great care, and record the 
force denoted by it upon the line running toward the balance 
from which the reading is taken. 

Complete the exercise at home. In writing the remainder 
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of the exercise, the student should observe strictly the order 
indicated in the following notes and questions : — 

(6) Designate the junction of the lines by A and the 
direction of the forces by arrow-heads. 

(7) Lay off from A distances to represent the magnitudes 
of the forces recorded on the lines; indicating them by B, CL 
and D. 

(8) Extend any one of the lines from A an equal distance 
in the opposite direction, and designate its extremity by E. 

(9) What is the force opposite to AE called with reference 
to the other two forces? Why? (See C. & C., p. 36.) 

(10) What is the force AE called with reference to its two 
adjacent forces? Why? (See C. & C, p. 36.) 

(11) Connect the point E with the extremities of the dis- 
tances laid off on the two adjacent lines, and measure the 
opposite sides of the figure formed. What is the figure? 
What part of that figure is the line AE? 


EXERCISE XI 
COMPOSITION OF PARALLEL FORCES 


First MrerHop 


References.—L., pp. 110-113. 

Apparatus.—Two 64 oz. spring-balances. A bar of wood 
about 2.5 cm. square and 48 cm. long, to each end of which 
is fastened a thin strip of brass with a hole in it for the 
insertion of the hook of the balance. A mass of iron or 
lead weighing 2 or 3 lb. A frame or other means for sup- 
porting the balances (Fig. 14). 

Operations. — (1) Arrange the apparatus, draw a diagram 
of it, and letter it according to the figure. 

(2) Remove the weight / from the bar, and note and re- 
cord the positions of the indexes of the balances. Sub- 
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tract these readings from all subsequent readings of A and 
B before recording them. Why? 

(3) By one of the balances ascertain the exact weight of 
the mass of iron or lead. 


Fig. |4. 


(4) Attach the weight F to the bar by a wire or cord; 
and placing it at different positions along the bar, measure 
the distances CE and DE, and note the forces indicated by 
A and B for each position of F. 

Tabulate the data as follows : — 


F.| A.| B. |CE.|DE.| A+B. | AXCEH.| Bx DE.| AxCD.| Fx DE.| BXCD.| Fx CE. 


Wa\|4\A\k| % | % % ‘a % |) 1B 

(5) What is the force F’ with reference to the two forces 
A and B? ; 

Examine the numbers of the first line of the table. How 
many sets of equal, or nearly equal, numbers are there? Do 
these same equalities appear in all of the other lines of the 
table? If so, write equations to express them, using the letters 
at the tops of the columns. Convert as many of these equa- 
tions as you can into proportions. Inferences. 
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Taking each of the points C, E, and D, in succession, as a 
fulcrum, show how the three classes of levers are represented. 
Is the law of the lever verified by any of the equations or 
proportions ? 

By the term moment of a force is meant the importance of 
a force in producing rotation about an axis. It is measured by 
the product of the force into the perpendicular distance between 
its line of direction and the axis of rotation. For example, the 
moment of the force A, with respect to Fas an axis, is. A X OE. 
Themoments tending to produce rotation in aclockwise direction 
are called positive, and those of an opposite effect, negative. 

Taking in succession each of the points C, FE, and D, as an 
axis, point out the positive and negative moments in the above 
equations and find the algebraic sum of the moments of the 
forces A, B, and Fin each separate case. 

What does the experiment teach as tu the sum of the 
moments acting on a body so as to produce rest? 


Sreconp MertrxHop 


More accurate results are possible if two Jolly balances 
are substituted for the spring-balances used above. Use 
springs made of No. 20 wire having a modulus of about 
5 g., and a light bar to connect them 62 cm. long and 1 cm. 
square. Place hooks in the bar just 60 cm. apart, to which 
the balance springs can be attached, and divide the rod into 
spaces of 38 cm. each. Use a small weight / upon the rod, 
say 20 or 50 g. 

Operations. — (1) Determine the modulus of each spring 
as in Exercise IV. 

(2) Take the index readings with no load on the bar for 
the zero readings. 

(3) Place the weight F’ at the middle of the bar, and take 
the readings again. 
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(4) Move the weight 3 cm. and take the readings again, 
continuing this until the weight is 12 cm. from the end. 

Use the following tabular form for A and a similar one 
for B: — 


Zero Reading for A 


Index 


Reading. Difference. CE. 


Elongation. | A Found. 


A 
Computed. 


% % % % % 4 4 


Assuming that the law is known, the values of A and B 
can be computed and compared with those found. After 
the data is obtained as described above, construct a third 
table, like that given in the first method, and work up the 
data in the same way as in that method. 


EXERCISE XII 
CENTER OF GRAVITY 


Apparatus. — A meter-stick having a small round-headed 
screw driven into its zero end, the head of the screw pro- 
jecting sufficiently to allow a thread between it and the 
meter-stick. A sharp-edged support, or one of the knife- 
edge blocks used in Exercise VIII., to be used as a fulerum. 
A balance and a set of weights. 

Operations. — (1) Weigh the meter-stick. Designate this 
quantity by P in the table. 
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(2) Set the fulcrum near the end of the table and bal- 
ance the meter-stick upon it, the edge of the stick resting on 
the fulcrum. Note the point on the imeter-stick just above 
the fulcrum, designating it by G in the table. A point just 
above this will be the center of gravity of the ruler. 

(8) Suspend by a thread from the screw in the end of the 
stick a 100 g. weight, and balance the ruler again, designat- 
ing the point just above the fulcrum by F in the table. 
Repeat the operation with other weights, as 200 g., 500 g., 
etc., designating the weights by M in the table. 

(4) Designate the end of the ruler where the weight is 
attached by A, and note the distances AF and GF in 
each case. 

Record the data as follows : — 


AFx MM, 


By what moment is the moment of M about the point F 
balanced in each case? Does the ruler or lever act as if 
its weight were concentrated at a point? If so, at what 
point ? 


EXERCISE XIII 


UNIFORMLY ACCELERATED MOTION 


Apparatus. — A triangular standard about 1.25 m. high 
(Fig. 15). The rods CD, EF, and GH are of iron about 
2 cm. in diameter, and the rod ce of brass about 0.5 em. in 
diameter. WW is a weight about 50 cm. long that slides 
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freely up and down the central rod ce. This weight is 
shown in section in Fig. 16. It consists of three pieces of 
iron 6 em. wide, 50. vb 

em. long, and 3 mm. fa Ie aig | 
thick, fastened to two yy TY 
triangular pieces of 
brass 4 cm. on a side. 
A wheel M, 12 or 15 
cm. in diameter and 
having a heavy rim, 
is supported in the 
frame AB. This 
wheel should be 
turned true and be 
pivoted so as to turn 
freely, but with very 
little lost motion. A 
small sharp knife k | 
projects through the 
rim of the wheel 1 or | 

2mm. The frame 

AB turns about the | 

trod CD as an axis. 

A spool of stout linen | || 


thread is placed on 
the screw 0. | 
Some strips of ep Wee 
thin cardboard about pail ae = 
3cm. wide and 50 cm. ‘ 
long. <A stout cord boy 
about 1.5 m. long. ee! ae 
Operations. —(1) Fasten a strip of cardboard on the 
weight WW by a rubber band so that its edge shall pro- 
ject beyond the edge of the weight about 5 mm. 
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(2) Support the weight WW in the position shown in the 
figure by tying the end of the thread from the spool at 6 to 
the pin a, and fastening the spool by tightening the screw. 
The thread should be near the outer edge of the cardboard 
and parallel with it. Figure 16 represents a cross-section 
of the weight WW, pp the cardboard, r the rubber band, 
and o the thread supporting the weight. 

(8) Wind the stout cord about the shaft S, and by pull- 
ing it off set the wheel in rapid rotation. 

(4) While the wheel is rotating, turn the frame AB on 
the axis CD, so that*the rim of the wheel shall almost 
touch the edge of the cardboard. (A stop, not shown on 
the figure, extends out from the rod HF, against which the 
frame AB is pressed to bring it to the right position.) 

At ‘the first revolution of the wheel after it is brought into 
position, the knife & cuts the thread, at the same time 
marking the cardboard, and liberates the weight. At each 
succeeding revolution, as the weight descends, it cuts a 
mark on the edge of the cardboard. It thus marks the 
position of the weight at the end of equal intervals of 
time, since the wheel, during the short interval required for 
the weight to fall, rotates in nearly equal times. 

(5), Remove the cardboard from the weight and measure 
with as great accuracy as possible the distances from the 
first, or lower, mark to each of the others. Designate these 
distances by S in the table. 

(6) Compute or measure the distance from each mark to 
the next; that is, the distance traversed during each inter- 
val of time. Designate these distances by S’. 

The spaces between the marks numbered from the first will 
correspond to the intervals of time. Designate these by T. 


92 Y 
From the formula a =o compute the value of a for 


each value of S. 
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Find the average value of a. 

From this average value of a and by the use of the for- 
mula S=4aT’ compute the value for S in each case; and 
by the formula S'=4a(2T7—1) the value for S' in each 
case. Place the differences between the computed and the 
measured values in appropriate columns. 

What is the relation between S and JT’, as shown by the 
values found for a? Represent this relation graphically, 
taking the squares of the times for the abscissas, and the 
total spaces traversed for ordinates. 

How does the value of a compare with that of S for the 
first interval of time ? 

By the formula V=aT compute the value of V in each 
case. Use the following tabular form : — 


T. S Differ- Ss s Differ- ¥ v. 
* |Measured./Computed.| ences. | Measured.|Computed.| ences. ; 
X% 1 1 1 1 1 1 Woh ag 


Norr.— This apparatus is the invention of Mr. H. M. Randall, of 
the High School of Saginaw, Mich., and was first exhibited by him at 
a meeting of the Michigan Schoolmasters’ Club in November, 1895. 


EXERCISE XIV 


THE PENDULUM: THE LAW OF LENGTH 


Apparatus. — Some fine thread. A large bullet. A watch 
or a clock with a second hand. Calipers. A clamp with 
square jaws (Fig. 17). Why should the jaws of the clamp 
be square ? 

Operations. —- (1) Measure the diameter of the bullet with 


the calipers. 
ce 
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(2) Fasten a piece of thread, about 2 m. long, to the 
bullet and suspend it by the clamp from a bracket on the 
wall. This may be considered a simple pendulum, but it is 
not truly such, as the bullet has size and the 
thread has weight. The center of the bullet 
may be considered the center of oscillation, 
and therefore the true length of the pendulum 
will be the distance from the lower edge of the 
clamp to the center of the bullet. 

(3) Adjust the length of the pendulum to 
about 1.5 or 2 m., and find its exact length 
by measuring the thread from the edge of the 
clamp to the top of the bullet, and adding to 
this the radius of the bullet. Do not attempt 
} , to make a pendulum of any particular length. 

Fig. 17. Why ? 

(4) Find the time required for 100 half- 
vibrations, one pupil counting the vibrations while the 
other notes the time of beginning and ending the count. 

Method of Taking Time.— First learn to express time 
properly. For example, instead of recording the time of 
beginning as 15 min. and 12 sec. of 10 o’clock, write 9 hr. 
44 min. 48 sec. 

To observe the vibrations, draw a heavy vertical line on 
the wall just back of the pendulum, and stand so that the 
pendulum and the mark on the wall are in line, the pendu- 
lum being at rest. 

Set the pendulum swinging through a small are, not more 
than 6°. Let one fix his attention on the watch or clock, 
and the other on the pendulum. The latter should count 
the vibrations aloud, beginning with the word zero, and 
counting each swing just at the moment the thread passes 
the mark on the wall. The former must note the exact 
time the word zero is called; and again, later, the exact 
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time the 100th swing is called. The difference between 
these two times will be the time of 100 half-vibrations. 

The passage of the thread over the line at the exact instant 
the clock ticks is called a coincidence. If a clock with a 
sounder is used, the person watching the pendulum should listen 
to the sounder and begin and end the count at a coincidence. 
This will avoid the estimating of the fraction of a second at the 
end of a count. In order to end the count at a coincidence it 
will be necessary usually to take a few more than 100 vibra- 
tions instead of stopping at the 100th swing. 

(5) Make four or five determinations of the time required 
for 100 vibrations for the given length of pendulum, and 
find the average time of one vibration as the period of a 
pendulum of this length. 

(6) In like manner determine the period of the pendulum 
having several different lengths, varying from 0.5 m. to 
2 m. 

The are through which the pendulum swings should not 
exceed one-tenth of the length of the pendulum, since the 
law which you are studying is not true for ares greater than 
6°. If the chord of the are of vibration equals the radius 
or the length of the pendulum, then the arc is 60°; and 
if the chord of the are is one-tenth of the radius, the are 
will be a rough approximation of 6°. What is one-half of 
this are called ? 

Record the data as follows : — 


DIAMETER OF BULLET 


P “1 rhs Average 
Ss iT 
Length Time of} Time Whole No. of |Time of | Square Time 
of Pen- | Begin- of Time Vibra- |1 Vibra-} Root of f >| 
dulum. | ning. | Ending. * | tions. | tion. | Length. es Length 


Av. Time 


POM Gla Ce toes |) sha eee terse hoe |g 


D 
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In the sixth column find the average time of one vibra- 
tion for each length taken, and in the last column place the 
quotient of this average time divided by the square root of 
the length. 

Calculate by the law derived from the above table, from 
any length taken and the average time found for that length, 
the length of a pendulum that will vibrate once a second. 

Also find the average of the numbers in the last column, 
and, placing it equal to a find the value of x What 


x 
does x represent ? 


Also from the value of # just found, and by the formula 
fies: Vi, find the value of g. 


Taking the average time found for each length and the 
square root of each length, plot a line showing their rela- 
tion to each other. 


EXERCISE XV 
THE PENDULUM: LENGTH OF ARC 


Apparatus. — Same as for Exercise XIV. 

Operations. — This experiment should be completed at one 
session unless it is certain that the pendulum will not be 
disturbed. 

(1) Make a pendulum about one meter long. Its exact 
length is not important, but the same length must be pre- 
served throughout the experiment. 

(2) Determine the time required for one vibration, as in 
the preceding experiment, the are through which the pen- 
dulum swings being less than 6°. 

(3) Start the pendulum swinging through an are of about 
60°, and determine the time for one vibration, as before. 


\ 
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(4) Determine the period, the arc being about 30°. 

It is not sufficient in any case to find the time of one 
vibration by taking the time for 100 vibrations just once, 
but the average of at least three determinations should be 
taken. Better results will be obtained by taking the time 
required for 300 or 500 vibrations instead of 100. 

The number of degrees in the are can be determined 
approximately by comparing the chord of the are with the 
length of the pendulum, remembering that when the chord 
of the are equals the length of the pendulum the are is 60°. 
Exact measurements of the arcs are not required. 

Tabulate the data as follows : — 


Length of Time of Time of Time of 100 | Time of 1 
Arc. Beginning. Ending. Vibrations, Vibration. 


4 1% 1% 


Find the average time for all arcs less than 6°; for all 
ares about 30°; for all arcs about 60°; and compare the times 
of these three averages. 


EXERCISE XVI 
THE INCLINED PLANE 


-References. — L., arts. 74-94; W., pp. 115, 116; H. & B., 
157. 

Apparatus. — A smooth board about 16 x 125 x 2.5 em. 
A small car (a roller skate will do). A small pulley that 
can be clamped to, or screwed into, one end of the board. 
A stout cord about 1 m. long (a braided fish-line is best). 
A scale-pan about 15 cm. in diameter. A set of metric 
weights. Some blocks or other means for supporting one 
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end of the board when raised above the table to form an 
inclined plane (Fig. 18). A platform balance. A mass of 
lead or iron of about 1 kg. 

Operations. — (1) Place the board upon the table, having 
the end with the pulley raised 40 to 50 em. above the table 
and projecting slightly beyond the end of the table. 

(2) Find the weight of the scale-pan, then of the car and 
the lead mass together by means of the platform balance. 

(3) Connect the car and the scale-pan by a cord about 1 m. 
long. Place the car upon the plane and pass the cord over 


the pulley, thus suspending the scale-pan so that it can rise 
and fall freely without touching the table while the car rolls 
up and down the plane. The pulley should be so placed 
that the cord shall be parallel to the plane of the board. 

(4) Place the lead mass upon the car, and determine by 
several trials what weight in the pan is necessary to pull 
the car up the plane at a uniform speed after it is started. 
Record the results of three different trials, adding in the 
weight of the pan each time. 

(5) Likewise find what weight in the pan will allow the 
car to roll down the plane at a uniform speed after it is 
started. 
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(6) Designate the intersection of the plane of the board 
with the plane of the table by C. This point may be found 
by placing the edge of a ruler on the board and sliding it 
down until its end just touches the table. From this point 
C, measure off on the plane a distance of 50 cm., designating 
the point reached on the plane by D. From D, by means of 
a square and a rule, measure the vertical distance to the 
table, designating this line by DE. DE will be the vertical 
rise of the car when it goes up the plane 50 cm., if the table 
is level. What is the vertical distance traversed by the 
pan when the car rises vertically a distance equal to DH ? 

(7) Draw in your note-book a diagram in which the dis- 
tances CD, DE, and CE, and the angle at C, shall be accu- 
rately represented ; and record on CD and DE the distances 
they represent. 

Record the data as follows : — 


Wieightiofithe pane o: 2 soa ee eae eee 
Weeightiol the carandsts loads. == me oe = a ee 
Vertical rise of car to every 50 cm., along the plane -- ---- 


Trials, First. | Second. | Third. | Average. 


Pan plus weights, car going up 


Pan plus weights, car going down 


One-half the sum of the averages 


One-half the difference of the averages (friction) 


According to the first law of motion, what is true of the 
forces acting on a body moving with uniform velocity ? 

One-half of the sum of the averages in the above table 
would be the force necessary to balance the car, if there 
were no friction. 

One-half their difference will be the amount of the friction. 
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The inclined plane is one of the six simple machines. 
Call the car and its load the weight, and the pan and its 
load the power. According to the law of machines, the 
work done on the weight (RS) must equal the work done 
by the power (7S). Show that it is true in this case, using 
the data in your table. 

Draw on your diagram, which should have the lines CD 
and DE in the same proportion as the distances they repre- 
sent, a line to represent the weight of the car and its load, 
selecting a suitable unit of length to represent a unit of 
weight. Resolve this force into two forces, one lying in 
CD and the other perpendicular to CD. Determine the 
value of these components by measurement, and compare 
one of them with the power. 


CHAPTER III 


MECHANICS OF FLUIDS 


EXERCISE XVII 
DOWNWARD PRESSURE IN LIQUIDS 


Apparatus. — A cylindrical glass jar about 8 cm. 
in diameter and 40 cm. deep, having a paper scale 
pasted down its side. This scale can be cut from 
cross-section paper ruled in millimeters or in twen- 
tieths of an inch. <A glass tube about 75 cm. long 
and 4 mm. inside diameter, bent as shown in Fig. 19, 
the tube being filled with mercury at the bend to a 
depth of about 2 cm. A clamp for holding the tube, 
consisting of two pieces of wood about 15 x 4 x 2 
em., each piece having a shallow groove across the 
middle of one side. These pieces are held together 
by a rubber band, the tube being placed in the groove 
between them. 

Operations. — (1) The jar being nearly full of water, 
place the tube in the clamp and support it in the jar 
by resting the clamp across the top of the jar. The 
tube can now be moved easily up and down and will 
be held at any desired position. 

(2) With the mouth of the tube about 15 em. below 
the surface of the water, note the position of the sur- 

55 


Fig. 19, 
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face of the water on the scale. To one looking obliquely 
upward (Fig. 20) at this surface, it appears like a brilliant 
mirror. Raise the eye gradually until the line of sight 
just grazes the mirror-like sur- 


ieee face; and then note its position 
on the scale. 

re (3) Note the height of the 

4A 


mercury surface in the short 
arm of the tube; that is, the 
point where the mercury and 
water meet in the tube. All 
the air must be removed from the short arm of the tube. 

This measurement can be taken best by wrapping a band 
of paper with a straight edge about the jar and sliding it 
down until its upper edge is on a level with the mercury. 
Sight through the water to the edge of the paper on the 
opposite side. The paper may be held in place by a rubber 
band. 

(4) In the same manner observe the height of the mercury 
in the long arm of the tube, estimating tenths of a division in 
this and all the other measurements taken. 

(5) Move the tube down a few centimeters and repeat the 
above measurements, not omitting the first one, the surface 
of the water inthe jar. Take about ten sets of measurements. 

Record the data as follows : — 


Fig. 20. 


Surface of | Mereury in | Mercury in Depth of | Elevation of | Elevation per 
Water, Short Arm. | Long Arm, Water. Mercury, | Unit of Depth. 


The quantity in the fourth column is the depth of water 
exerting pressure on the mercury, and is found by taking the 
difference between the quantities in the first two columns. 
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EXERCISE XVIII 


LATERAL PRESSURE IN LIQUIDS 


Apparatus. — Same as for Exercise XVII. except 
that the tube is bent so as to open laterally, as 
shown in Fig. 21. 

Operations. — (1) The procedure is, in general, 
the same as in the preceding exercise. In this 
case, however, the water and the mercury must 
not come together in the tube. The pressure of 
the water will be transmitted to the mercury by 
the inclosed air. 


Fig. 22. 


One measurement more than was taken 
in that exercise will be necessary, — the 
depth of the center of the lateral opening. 
To do this, measure to the upper edge of 
this arm and then add to this the radius 
of the tube, its diameter having been pre- 
viously found by calipers. 
The table for this exercise requires one 
additional column for the depth of the lat- 
eral opening. Fig, 2h. 


EXERCISE XIX 
UPWARD PRESSURE IN LIQUIDS 


Apparatus. — Same as for the preceding exercise 
except that the tube opens downward, as shown in 
Fig. 22. 

Operations. — (1) Proceed as in the last exercise; 
but instead of finding the position of the mouth of 
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the tube, take that of the point where the air and water 
meet in the tube. 

Use a table similar to that of the last exercise. 

In the last three exercises, using the pressures and the 
depths as co-ordinates, show graphically the relation be- 
tween them. y 

What does a comparison of the last column in each of 
the tables of the last three exercises with one another 
teach ? 

Do you see how the results of these exercises may be 
used in comparing the density of mercury with that of 
water? Find the average of the last column in each of the 
three tables. 


EXERCISE XX 
READING THE BAROMETER 


Apparatus. — A barometer with a thermometer attached. 
A thermometer outside the building. 

Operations. — (1) Read the thermometer attached to the 
barometer at once, before it is influenced by the body of the 
observer. 

(2) Tap the instrument gently near the upper level of 
the mercury to counteract the adhesion of the mercury 
to the glass, which sometimes prevents small movements 
of the mercury. 

(3) Adjust the mercury in the cistern to its proper level. 
To do this, turn the screw O at the bottom of the instrument 
until the mercury at gq (Fig. 23) just touches the ivory 
pointer h. Why is this adjustment necessary ? 

(4) Adjust the vernier to the top of the mereury by turn- 
ing the milled head D (Fig. 24). Its lower edge should be 
tangent to the top of the mercury, so that a white back- 
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ground can be seen on either side but not at the center 
of the mercury surface. Read the height in both inches 
and centimeters. 


ALGEEESGUONOAOVOURONONG 
i 


Bt 
Hii 
Hl 


= 


Ci 


Fig. 23. Fig. 24. 


(5) Take the temperature by the outside thermometer. 

(6) In the Appendix, p. 173, find the correction for tem- 
perature, using that found by the thermometer on the in- 
strument. If the temperature is above 32 F., subtract this 
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correction; otherwise add it. Why? (What effect does 
temperature have on the density of mercury ?) 

(7) In the Appendix, pp. 174-177, find the correction for 
elevation above sea level, using the temperature given by 
the outside thermometer. Add this. Why? (Ascertain 
the elevation from the instructor.) 

(8) Make observations for several consecutive days at the 
same hour of the day, and tabulate the results as follows : — 


el < oO 
=e ey 3] ae & n 
q & u £ £5 Sg 3 
ees Bag 2 Ae RO 3 
ee | 83] ae |e S28 | se) ge] ae 
£4 Pasa = Oo Sued Ba Bes 24 8 
a3 ees 2 2s > oF 3 ho. 
5B a & as a5 a 3 8 2 o o°5 oe 
o =I as <3 go Ss bp O a oD ios ee a) 
3 5 eae.) BO ue 30 Ba 5 Bm am 
A x iS i= x q ‘S) ro) io) p 
I 3 I I ee 
BN \ Ye % 34 A A 34 4 


(9) Obtain the United States Signal Service report for 
the same days at the nearest station, and place them in the 
last column. Compare your results with them, and explain 
any discrepancy if you can. 


EXERCISE XXI 
COMPRESSIBILITY OF GASES: BOYLE’S LAW 


References. — G. & 8., pp. 205-208. 

Apparatus. — A barometer. A standard (shown in section, 
Fig. 26) about 2.2 m. tall, on the front of which is a scale 
formed by two meter-sticks placed end to end. Two glass 
tubes, one on each side of the scale, are supported by carriers 
that slide freely up and down the standard and can be fas- 
tened at any desired position by pins. One of these tubes 
B (Fig. 25) has an iron cap (Fig. 27) that can be closed air- 
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tight by its top, which screws on. (Fig. 28 shows a vertical 
section of this cap.) The two tubes A and B are connected 
at their lower ends by a thick-walled rubber 
tube about 7 ft. long. The whole contains suf- 
ficient mercury to fill the rubber tube and the 
glass tubes about halfway up. The standard 
should be attached to a heavy baseboard, or, 
better, firmly fastened to the wall. 

Operations. — (1) Adjust the tubes so that 
when the mercury in both is at the same level, 
the air column in B shall be about 15 em. long. 
Measure the distance from the top of B to the 
lower edge (#, Fig. 27) of the iron cap; then 
close the tube air-tight by screwing on the top. 
As it is rather difficult to make this air-tight, it 
is better for the instructor to make this adjust- 
ment and measurement once for all; and then 
the screw top need not be disturbed by the pupil. 
The length of this air column will thereafter be 
found by adding the above measurement to the 
length of the air column below it. 

Explanation. — When the mercury in A and 
B is at the same level, the air in B is under 
the pressure of one atmosphere, which is found 
by the barometer. Why? 

When the mercury in 4 is higher than in B, 
the pressure on the air in B is one atmosphere 
plus the difference between them. Why ? 

When the mercury in A is lower than in B, 
the pressure is one atmosphere minus the dif- ele 25: 
ference in level between them. Why? 

By moving A and B up and down, the level in A 
can be made to range from about 40 cm. below B to 
150 cm. above it. What happens to the air in B, when 
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A igs raised above it? When A is placed below it? 
Why? 

For any one position of A and B the following measure- 
ments must be taken : — 

(1) Read the barometer in centimeters, or in inches and 
reduce to centimeters, not correcting for temperature. Rep- 
resented by C in table. 


GLB 
SS EY 


D 


\ Fig. 26. Fig. 27. Fig. 28. 


(2) The height of mercury in B. Represented by B in 
table. 

(3) The height of mercury in A. Represented by A in 
table. 

(4) The position of the lower edge of the iron cap, rep- 
resented by # in the tables Add to this the length of 
the iron cap found before the top of the cap was screwed 
on. This will give the top of the air column B. 

Make from ten to twenty sets of measurements, having 
the level of A range from about 40 cm. below B to 150 em. 
above it. 

Let P equal the total pressure on the air in B, and V 
the volume of the air in B.: If 1 em. in length of the 
tube B be taken as a unit volume, then the volume of 
the air in B will be measured by the length of this air 
column in centimeters. Under what condition would it 
express the volume in cubic centimeters ? 
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Record the data as follows: — 


Remarks. — It will save time to move the tube B once 
only during the experiment. First, place B about on a 
level with the eye and take the observations with A below 
B. Then place B near the bottom of the instrument and 
take the observations with A above B. 

When 4 is very high above B, the rubber tube is likely 
to stretch while the measurements are being taken. This 
causes an error. To avoid it as much as possible, take the 
readings as quickly as possible, taking B first. 

Using the pressures and the volumes as co-ordinates, plot 
a curve showing graphically the relation between them. 


EXERCISE XXII 


DENSITY OF WATER 


References. —S, & G., Vol. I., pp. 106, 107. 

Apparatus. — A burette. A small beaker. A balance. A 
thermometer. 

Operations. — (1) See that the beaker is clean and dry, and 
then weigh it. 

(2) Measure out in the beaker from 20 to 40 cc. of dis- 
tilled water by means of a burette. 

To do this, fill the burette with water, carefully wiping 
off any on the outside of the instrument. Then allow some 
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water to run out of the burette by the stop-cock into a 
waste dish until the surface of the water is below the zero 
at the top and all the air bubbles are driven out of the 
lower end of the burette. Note with great care the posi- 
tion of the surface of the water on the ‘scale, and then 
allow the water to be measured to flow into the beaker. 
Read again the amount of water in the burette; and by 
subtracting the first reading from the last obtain the vol- 
ume of water in the beaker. 

(83) Weigh the beaker and water and then take its tem- 
perature (see note in Exercise XXIX. in regard to read- 
ing the thermometer). Stir the water carefully with the 
thermometer until the mercury is stationary before reading 
the temperature. 

(4) Find the weight of the water and calculate its den- 
sity as in Exercise V. 

Record the data as follows : — 


Weleht of-empty beakers =e ches = a ere ee ee 
\ Aichi ou Cone OSV eV PHA NPN = = ae 
Weight of watentaken ses. co. a no as ee ee ee 
Memperatune; Of Chewy ater ee see eee eee 
Hirst;readine ofthe: burett@e.-=2=.5 2-5 =e 
hsKeeropaol axsrKebuakesivoni: (Hue loyrbqeynifey = 
Volume, of water taken 5222226. aoe = ee ee 
Density; of water found seep. eo- ee ee en ee ee 
Density of water at given temperature (see Table IV., p. 171) ------ 
Hrnore ee pase eee eee Rercentazerot: crho nee eee 


If time permits, the average of several determinations 
should be found and then the error and the percentage 
determined. 
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EXERCISE XXIII 
BUOYANT FORCE: THE PRINCIPLE OF ARCHIMEDES 


Apparatus.— A beaker filled with distilled water. A 
Jolly balance. <A piece of fine waxed thread. The me- 
tallic cylinder whose density was determined in Exer- 
cise VI. 

Operations. — (1) Taking the cylinder whose weight and 
volume were found in Exercise VI., find its weight while 
it is immersed in distilled water. To do this, either sus- 
pend the cylinder from the under side of the balance pan 
by a thread; or if the balance has a pan of glass, place 
it in that. In the latter case the index reading with no 
load in the pan must be taken with the pan in water also. 
Why? 

Record the data as follows : — 


Welsh trotmtine cy lim cl Orsi cyte te = ae eee eres eer 
Wreightotathercylind en in waters ass apes =e eee 
ILOss' Of weight in) water=—== === 2. 2 oe 
Woltmevotthecylinder==--=——= 2222.9 oon eee ee 


(2) What volume of water was displaced by the cylinder? 

(3) What weight of water was displaced by the cylinder ? 
Why? See exercises VI and XXII. 

(4) How does the loss of weight in water compare with 
the weight of the water displaced ? 

(5) How many times denser is the cylinder than water, 
comparing the results of Exercise VI. with this ? 

The answer to the last question will be the specific gravity 
of the substance composing the cylinder. What is specific 
gravity ? 

(6) How can the volume of the cylinder be determined 

E 
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from the data of this exercise and the preceding exer- 
cise ? 

Compare the volume so gbtained with that obtained in 
Exercise VI., and determine the error and the percentage 
of error assuming this to be correct. 


EXERCISE XXIV 
SPECIFIC GRAVITY OF SOLIDS DENSER THAN WATER 


Apparatus. — A Jolly balance or a beam balance. A glass 
of distilled water. A piece of waxed thread. A piece of 
brass, or other substance, whose specific gravity is to be 
determined. 

Operations. — (1) Weigh the solid in air. 

(2) Weigh the solid while it is immersed in distilled 
water. To do this, either suspend it by a thread from the 
under side of the balance pan, or if the balance has two- 
pans, one above the other, place the solid in the lower pan 
to weigh it in water. In the latter case the lower pan 
should be immersed in water to about the same depth 
throughout the entire experiment. 

From its weight in air and in water compute the density 
of the solid and compare with that of water in accordance 
with the principles of the last exercise. 

Remarks. — To correct for the error due to the fact that 
the water used is not at 4° C., multiply the density found 
by the density of water at the temperature at which it was 
used. This may be found in Table IV., on p. 171. To find 
the amount of the error of your results, compare them with 
those given on p. 170. 

When a Jolly balance is used, the elongations alone of 
the spring may be used, the modulus of the spring not 
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being considered. Why? Thus in the above exercise, if 
a represents the index reading with no load, 6 the index 
reading with the load in air, and ¢ that with the load in 
water, then (b—a) divided by (b—c) will equal the specific 
gravity of the substance. Explain. 

How can specific gravity be reduced to density, whether 
the density be expressed in the metric or in English units ? 
The density of water is 0.577 oz. per cubic inch. Reduce 
the specific gravities found to densities in both systems. 

Record the data as follows : — 


Density in 
Specific Grams per 
Gravity. Cubic 


Density in 
Ounces per Error. 


(Snittanian. Cubic Inch. 


1 


EXERCISE XXV 


SPECIFIC GRAVITY OF SOLIDS LESS DENSE THAN 
WATER 


Apparatus. — A Jolly balance or a beam balance. A small 
cylinder of brass to be used as a sinker, having a sharp 
needle-like point at one end and a hook at the other (Fig. 
29). A thermometer. Distilled water. A piece of wax, 
or other substance lighter than water, whose specific gravity 
is to be found. 

Operations. — (1) Attach the cylinder to the under side of 
the balance pan by a fine wire about 5 cm. long, the point 
of the cylinder being down. 

(2) Immerse the cylinder in water, and keep it immersed 
throughout the entire exercise. 
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(3) If a beam balance is used, counterpoise the cylinder. 
If a Jolly balance is used, take the index reading with the 
cylinder in water. 

(4) Place the wax in the scale-pan above the cylinder and 
weigh it, or take the index reading. 

(5) Fasten the wax to the cylinder by 
thrusting the point of the cylinder into it, 
and immerse wax and cylinder in water. 

(6) Ifa beam balance is used, add weights 
to the pan to which the cylinder is attached 
until equilibrium is restored. The weights 
added will equal the 
weight of the water 
displaced by the wax. 
If a Jolly balance is 
used, take the index 
reading again. 

The remarks of 
the last exercise in 
regard to correction 
for temperature and 
method of calcula- 
tion will apply to 
this exercise. In fact, with the Jolly balance the opera- 
tions and calculations are exactly the same as in the last 
exercise. 

When a beam balance is used, the weight in air divided 
by the weights added to restore the equilibrium will give 
the specific gravity. Why? 

Use the same tabular form as for the last exercise. 


Fig. 29, 
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EXERCISE XXVI 


SPECIFIC GRAVITY OF LIQUIDS BY WEIGHING A SOLID 
IN THEM 


Apparatus. — A Jolly balance or a beam balance. <A piece 
of a glass rod or a glass stopper for a sinker. A liquid whose 
specific gravity is to be determined, such as glycerine, ben- 
zine, alcohol, kerosene, or sulphuric acid. A thermometer. 


A. WitH A Bram BALANCE 


Operations. —- (1) Find the weight of the sinker in air. 

(2) Find the weight of the sinker in water, suspending it 
oy a thread, or if the liquid is an acid, by a platinum wire, 
from the under side of the balance pan. 

(3) Dry the sinker and find its weight in the liquid. 

(4) Take the temperature of the water. 


B. Wir a JoLtyty BaLancn 


U1) Take the index reading with the sinker in air. 

(2) Take the index reading with the sinker in water. 

(3) Take the index reading with the sinker in the liquid. 

(4) Take the temperature of the water. 

If the liquid and the water have been standing for some 
time in the same room, the temperature of both may be 
assumed to be the same without serious error. 

Before transferring the sinker from one liquid to another, 
always wash and dry it carefully. 

If a represents the index reading sinker in air, b reading 
sinker in water, andec sinker in the liquid, then (a —c) 
divided by (a—b) will give the specific gravity of the 
liquid. Why? 
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Correct for temperature as in the preceding exercises. 
To what is the loss of weight in water equivalent? the 
loss in the hiquid? Why? 


EXERCISE XXVII 


SPECIFIC GRAVITY OF LIQUIDS BY MEANS OF A 
BOTTLE 


References. —S. & G., p. 128. 

Apparatus. — A balance. A specific gravity bottle. Alco- 
‘hol. Bellows, to which a glass tube is attached by a rubber 
tube. A thermometer. A shallow pan containing tepid 
water. <A liquid whose specific gravity is to be determined. 

Operations. — (1) See that the bottle is thoroughly clean 
and dry. In cleaning the bottle, rinse it finally with dis- 
tilled water and then with alcohol, after which dry it by 
passing a stream of air through it by means of the bellows 
and the glass tube. If the air is warmed somewhat by 
holding the glass tube in the flame of a Bunsen burner, the 
bottle will be dried more quickly and thoroughly. 

(2) Weigh the empty bottle, or take the index reading 
with the empty bottle in the pan. 

(3) Fill the bottle with distilled water. See that no air 
bubbles remain in the bottle, and that it is full to the top of 
the stopper. 

(4) Have the shallow pan ready with some water in it at 
about 30°C. Allow the bottle to stand in this for a few 
minutes, until the water in it has come to some definite 
temperature, which will be indicated by a thermometer 
placed in the pan. Record this temperature at the time 
the bottle is taken from the water. This temperature 
should be above that of the room, say 25° to 30° C. 
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(5) Wipe the bottle dry on the outside and weigh it, or 
take the index reading with it in the Jolly balance pan. 
(6) Empty and dry the bottle and fill it with the liquid. 
Treat this in the same way the bottle full of water was 
treated, bringing it to the same temperature by adding 
warm or cold water to the water in the pan, as the case 
may require, and stirring it thoroughly. 

(7) Weigh the bottle full of the liquid, or take the index 
reading with it in the pan. 

(8) Return the liquid to the bottle from whieh it was 
taken, and thoroughly cleanse the specific gravity bottle 
before putting it away. 

If a is the index reading for the empty bottle, b for the 
bottle full of water, and ¢ for the bottle full of the liquid, 
then (c — a) divided by (6 — a) will be the specific gravity 
of the liquid. 

Correct for temperature as in the preceding exercise. 


Norr. — The fact that the bottle does not remain full after being 
taken from the water is of no consequence. It is due to contraction. 
Equal volumes are taken at the temperature of the water in the pan. 


EXERCISE XXVIII 


SPECIFIC GRAVITY OF LIQUIDS BY HARE’S METHOD 
OF ‘BALANCED COLUMNS 


Apparatus. — A “Y” tube, to which two glass tubes about 
50 cm. long and 8 mm. in diameter are joined by short 
pieces of rubber tubing. A rubber tube about 30 cm. long, 
and closed by a pinch-cock, is attached to the third branch 
of the “Y” tube. Two tumblers, one containing distilled 
water and the other the liquid to be tested (see Fig. 30). 
A thermometer. 


‘ 
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Operations. — (1) Support the tubes in a vertical position, 
with the two glass tubes standing one in each tumbler. 


iy 


Zee Oh aE e 


(2) Raise the liquids 
in the tubes to a height 
of 30 or 40 em. by a par- 
tial exhaustion of the 
air through the rubber 
tube, and then close the 
tube air-tight by the clamp. 

Watch the liquids in the 
tubes for a few moments to 
see whether the lquids fall 
or not. If they do, it shows 
that the tube is not closed air- 
tight by the clamp. 

(3) Measure the vertical 
height of the two columns 
above the surfaces of the 
liquids in the tumblers, using 
a meter-stick, or, better, a 
mirror scale. 

(4) Make three different 
sets of measurements, chang- 
ing the heights of the col- 
umns each time. 


(5) Take the temperature of the liquids in the tumblers. 

Devise a suitable table for the data. 

Dividing the height of the water column by the height of 
the other column will give the specific gravity of the liquid. 


Why ? 


Correct for temperature as in the preceding exercise and 
find the average of the several results. 


CHAPTER IV 


HEAT 


EXERCISE XXIX 


TESTING A MERCURY THERMOMETER 


Apparatus. — A mercury thermometer. A cup of about 
1 1. capacity. A Florence flask of about 1 1. capacity, or, 
better, a copper or tin dish like that shown in Fig. 31 or 
“Apparatus A” of the Harvard list. If a flask is used, the 
heat rising from the flame about the sides of the flask may 
give rise to a large error. The flask should be set in a large 
square of asbestos paper. A barometer. An iron tripod or 
retort stand. A Bunsen burner. Some clean ice or snow. 


A. To Test THE ACCURACY OF THE FREEZING-POINT MARK 


Operations. — (1) Suspend the thermometer in the cup by 
a clamp so that its freezing-point mark shall be about on a 
level with the edge of the cup. 
(2) Pack about the bulb of the thermometer and its stem, 
as far up as the freezing-point mark, fine ice chips or snow. 
(3) Allow it to stand several minutes until assured that 
the mercury has become stationary. Then read the position 
of the mercury, estimating the tenths of a degree. Read i+ 
several times. It is not necessary to allow the water to run 
73 
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out of the cup as fast as the ice melts, as is often done. 
If plenty of ice is present, better results will be obtained 
by surrounding the thermometer with water. (Preston’s 
Theory of Heat, p. 106.) 

N.B.—In this and all other experiments in which a thermometer 
is used, it is very important in taking the readings that the line of 
sight shall be perpendicular to the thermometer. In the following 
éxperiments in Heat very much depends upon the accuracy with 
which the readings of the thermometer are taken. 


B. To Tesr THe Bortinc-ront Mark (Fig. 31) 


Operations. — (1) Fill the flask or basin 
about one-third full of water, and place it 
over the flame so that the water shall boil 
vigorously. Suspend the thermometer so 
that its bulb shall be 2 or 3 cm. above the 
boiling water. The stem should be sur- 
rounded by the neck of the flask as far up 
as the boiling-point mark. 

(2) When assured by several readings that 
the mercury has become stationary, record 
the position of the mercury. 

(3) Read the barometer and compute the 
true boiling-point of water for the given 
pressure by subtracting 1° C. for every 27 
mm. below 76 cm., or 1.07 in. below 29.92 in.; add the cor- 
rection if the barometer is above 76 cm. or 29.92 in. (See 
Table 1X., p. 178.) 

Tabulate as follows : — 


Fig. 31. 


Graduation of stem extends from __________ LO Seo See 
Observed freezing-point_-___________ IPR So a 


Barometengee ern. = oe a a 
Computed’ bolin g= 101m tse ee eee 
Observed boiling-point___________._ Error 
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If the observed freezing-point is below the mark, or the 
observed boiling-point below the computed boiling-point, 
call the correction positive; if above, call it negative. 


EXERCISE XXX 
COEFFICIENT OF LINEAR EXPANSION 


Apparatus. — A brass tube A, the expansion of which is 
to be measured, about 60 cm. long and 0.6 cm. in diameter. 
Each end of it is plugged with brass and cut off square. It 
is placed within a tin tube B, and projects at each end 
about 1 mm. beyond the ends of B (Fig. 32). 


The tube B, about 4 cm. in diameter, is closed at each 
end by tin disks soldered to the tube and also to the 
brass tube. B is provided with a tube C, about 2 cm. in 
diameter, for the insertion of a thermometer 7, and two 
small tubes D and £, about 0.5 cm. in diameter, for ingress 
and egress of steam. The whole is supported in a rack 
having two upright supports # and H, through which pass 
two screws LZ and M. These screws are in line with the 
tube A, and one of them, M, is a micrometer screw having a 
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graduated head and a known pitch. The action of this screw 
is practically the same as that described in Exercise III. 
The tube H passes through a slot in the board AK, which 
prevents the tube B from turning about on its axis. The 
screws I. and M are connected by wires to a battery and a 
galvanometer which will indicate when both screws Z and M 
are in contact with the tube A. The galvanoscope (Fig. 36) 
will answer admirably for this experiment, or a telephone 
receiver, telegraph sounder, or an electric bell may be used. 
A chemical thermometer. A mirror scale or a meter-stick 
for measuring the length of A. A flask or other vessel con- 
taining boiling water so arranged that it can be connected 
by a rubber tube to D to supply steam to the tube B. 

Operations. — (1) Measure the length of the rod A by a 
mirror scale or a meter-stick, using two square-cut blocks 
according to the method given in Exercise VI. This meas- 
urement should be taken with the rod A at the temperature 
of the room. 

(2) Place the thermometer through the cork in C so that 
its bulb shall be at the side of the rod A, and leave it there 
for several minutes, or until assured that the rod and the 
thermometer are at the same temperature as the air of the 
room. ‘This may be hastened by connecting a bellows to D 
and forcing air through the tube. 

Record the temperature of the rod, taking it with great 
care. 

(3) Place the tube so that A is in firm contact with the 
screw L, then turn the screw M carefully until it just comes 
in contact with the rod _A. This contact will be indicated 
by the galvanometer or other instrument in the circuit. 
Watch the galvanometer carefully, and stop turning the 
screw the instant the needle moves. 

Record the reading of the micrometer head at this contact. 

(4) Turn the micrometer screw back one whole revolution 
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to give room for expansion. Connect the vessel of boiling 
water by a rubber tube to D, and pass steam into the 
apparatus until steam has issued from the tube # for three 
or four minutes. 

Read and record the temperature again. 

(5) While the steam is passing through the tube, turn 
the screw M up again until contact occurs as before. The 
amount of expansion will be obtained by subtracting the 
first reading from this reading, if the micrometer head is 
graduated in a clockwise direction. If the graduation is 
counter-clockwise, subtract this reading from that obtained 
under paragraph (38). 

Make three trials for the same rod and take the average 
of the results. 

Tabulate as follows : — 


Micrometer 


Temperature, Readings, 


; Expan-| Expansion 
. | Length. sion, | per Degree. 


First, | Last. |Change.| First. | Second. 


PN Ge ORE Ai SN er 


Average expansion per degree 


Expansion per degree per unit length 


Accepted coefficient of expansion of 


ROU se see oe WS ee See Percentage of error 


Calculations. — Dividing the expansion per degree by the 
length of the rod A, gives the expansion per unit of length 
for one degree change of temperature. This constitutes the 
coefficient of expansion of the substance of the rod. 


} 
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An error of one centimeter in measuring the length of the 
rod will affect the final result about the same as the error 
of one degree in the change of temperature, or an error OI 
one-hundredth of a millimeter in measuring the expansion 
of the rod; hence it is evident that especial care must be 
given to the temperature readings and to measurement of 
the expansion. ; 


| 


EXERCISE XXXI 
EXPANSION OF AIR UNDER CONSTANT PRESSURE 


Apparatus. — A thermometer. Some ice. A small quan- 
tity of mercury. A glass tube about 40 cm. long and 1 mm. 
internal diameter, closed at one end, and bent at right angles 
about 5 em. from the open end. A glass or tin tube, 2.5 or 
3 cm. in diameter and 40 cm. long, each end of which is 
fitted with a two-holed cork (Fig. 33). A flask or other 


Fig. 33. 


vessel arranged to supply steam. A shallow basin long 
enough to hold the small glass tube in a horizontal position. 
There should be a file-mark (e, Fig. 33) near the bend on the 
iong arm of the tube. (Good results in this experiment will 
not be obtained unless the interior of the tube and the mer- 
cury are perfectly dry.) 

Operations. — (1) Heat the glass tube for about 20 em. of 
its length in the flame of a Bunsen burner, and then hold its 
open end in mercury so that as it cools a filament of mer- 
cury about 1 em. long shall be drawn into the tube. This 
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filament should be 10 or 15 cm. beyond the file-mark towards 
the closed end of the tube when the tube is cold. 

(2) Measure the distance from the file-mark to the end of 
the bore at the closed end of the tube. 

(3) Place the tube in a horizontal position in a basin and 
pack pulverized ice about it, having the open end up to keep 
out the water. Jar the tube gently now and then to facili- 
tate the movement of the mercury, and when the filament 
has become stationary, measure the distance from the file- 
mark to the inner end of the mercury filament. 

(4) Pass the tube through one of the corks of the large 
tube and a thermometer through the cork at the other end; 
then by a rubber tube connect the large tube to a vessel of 
boiling water and pass steam through it. (See the figure 
for the proper arrangement.) 

Keep the tube in a horizontal position, jarring it now and 
then to move the mercury, and keep the tube pushed through 
the cork so that only a portion of the filament is visible. 
After the mercury becomes stationary, measure again the 
distance from the file-mark to the inner end of the filament. 

(5) Take the temperature of the steam; or instead of 
using a thermometer, compute the temperature from the 
barometric pressure as in Exercise XXIX., Part B. 

Tabulate as follows : — 


Distance from file-mark to closed end of tube.--..---_.-----.-.=___ 
Distance from file-mark to filament end, tube in ice_-__-__-_----_-- 
Distance from file-mark to filament end, tube in steam-_------------ 
ARemMerauurerOL Steam se ose ose. ete ee ee eee ee eee 


WolnimeroiminclosedsalmateZerOs- 2.4 soe ee ee eas eee ne San ese ese : 


Violumerot iclosedsair at) boiling-point == ses. 2. == ee ee 
FANOUN tO MO<MaDslONeOl UNG) Gta eats aie enten eee eee ee 
IDS qORINSMOM TN? CANE) = oH a ee ne ee ees Aan oo Ieee ae ae 
Expansion per degree per unit of volume------------------------- 
Accepted coefficient of expansion of air-------------------------- 
180) Rete et a eee R6rcentaselOl ClLlOrs see eae === — 44 —— 
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The yolume of air is measured by the distance from the 
closed end of the tube to the inner end of the filament. 
As the tube is at 0° C. when packed in ice, the change in 
temperature will be equal to the temperature of the steam. 
Dividing the expansion by this change of temperature will 
give the expansion per degree, and dividing the expansion 
per degree by the volume at 0° C. gives the coefficient of 
expansion of air. It is the same for all gases. 


EXERCISE XXXII 
SPECIFIC HEAT OF A SOLID: COPPER 


Apparatus. —A platform balance and a set of metric 
weights. A chemical thermometer. <A basin of boiling 
water. A copper ball weighing 100 to 200 g., having a 
hook for attaching a cord. A copper cup or beaker of 
about 500 c.c. capacity for a calorimeter. A nickel-plated 
“lemonade shaker” makes an excellent calorimeter. For 
the method of calculation adopted in this exercise, the cal- 
orimeter and the ball must be of the same material. 

Operations. — (1) Weigh the ball and place it in a basin 
of water that is kept boiling. 

(2) Weigh the empty calorimeter. 

(3) Fill the calorimeter about seven-eighths full of water, 
using sufficient to nearly fill the calorimeter when the ball 
is immersed in it. This water should be of about the same 
temperature as the air of the room, preferably one or two 
degrees colder. Weigh the calorimeter and water. 

(4) Take the temperature of the boiling water containing 
the ball, exposing as much of the stem of the thermometer 
as possible to the water, or calculate it from the height of 
the barometer. 
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(5) Take the temperature of the water in the calorimeter 
with great care, estimating tenths of a degree. Avoid 
handling the calorimeter, and shield it from outside influ- 
ences of heat or cold. Only a short interval of time should 
elapse between the taking of this temperature and the trans- 
ferring of the ball to the calorimeter. 

(6) Transfer the ball by the cord quickly to the calorim- 
eter, being careful not to transfer any water with it. Move 
the ball up and down and to and fro, and stir the water thor- 
oughly with the thermometer to equalize the temperature of 
the water, calorimeter, and ball. 

(7) Take the temperature of the water and ball, stirring 
the water with the thermometer, and recording the highest 
temperature reached. 

Tabulate as follows : — 


Niasstofathel ballad eerste eee eee aoe ee ae 
Miasstotatlercalonimelenn(h, == tesa e ene et 
iMassioiscalorimetem plus: Watel ass =e eee ee ae ee 
iMassrofawater taken ( O) ses 2e2see=csn ts Seen tee eee Se 
Temperature of water taken in calorimeter —-___-________________- 
semperaturevotapallinnpoume walters. === ee ee ee 
Temperature of water, calorimeter, and ball ---------------------- 
Change of temperature of water and calorimeter (D)--------------- 
Change ottemperature on ball) --a=——ae a ee 
Speeiticvheatobtamed won sea. == 5-222 See ee eee 
AICCEDLedispeciicnneal Oma Hee eae snes eee eee ean 
DUET O Teerae oes es See Percentage of errorl2255. =>. =o a2 


Calculations. — Two principles are involved in the solution 
of this problem: First, that the amount of heat given off, or 
taken up, by a body equals its mass x its specific heat x its 
change of temperature. Second, that the amount of heat 
given off by the ball is transferred to and therefore equals 
that received by the water and calorimeter. Hence the two 
quantities can be equated. 

F 
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Let # equal the specific heat of copper, that-of water 
being 1. Then A-a7-H=C-1-D+4+ B-a-D. 

The quantity B-a constitutes the water equivalent of the 
calorimeter; that is, it has the same capacity for heat as 
that number of grams of water. 

Remarks. —The same method and apparatus may now be 
used for finding the specific heat of other metals, as lead or 
iron. The water equivalent of the calorimeter is added to 
the weight of water taken. Let /’ represent this sum, then 
the equation for solution of the problem becomes 


A-e- E=F-1-D, 


x being the specific heat of the substance. 


EXERCISE XXXIII 
LATENT HEAT OF MELTING 


Apparatus. — A calorimeter. A thermometer. A platform 
balance. <A large flat cork. Some clean ice. 

Operations. —(1) Weigh the calorimeter. 

(2) Prepare several lumps of clean ice about as large as a 
hen’s egg. 

(38) Pour into the calorimeter about 300 g. of water at a 
temperature of about 35° or 40° C.  Ascertain the exact 
weight of the water and calorimeter. 

(4) Place the calorimeter upon the cork; and, after stir- 
ring it well with the thermometer, take its temperature 
carefully. Its temperature should not be much above 40° C. 

(5) Remove the thermometer, and as soon as possible 
introduce into the water 100 g. or more of ice. The ice 
should be clean and each lump should be wiped dry before 
being put in. 
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(6) As the resulting temperature when the ice is all 
melted will probably be about 10°, cool the thermometer to 
about 10° C. before beginning to stir the water and ice with 
it. This will remove the greater part of any error due to 
the heat of the thermometer. 

(7) Stir the mixture gently with the thermometer until 
the ice is all melted, and immediately take its temperature. 

(8) Weigh the calorimeter and the water it contains, to 
obtain the amount of ice that has been added. 

If the water is not too warm at the beginning, it will not 
lose heat very rapidly by radiation during the experiment ; 
and since the temperature during the latter part of the 
experiment will be below that of the room, the mixture will 
gain some in temperature, so that the error due to radiation 
will to a great extent be eliminated. 

Tabulate the data as follows : — 


Wielsitencalorimelen (CA) ese saa aaa ee Se te 
Wielshtiol calormeter plus watersso 2202 -— 5 =a n= so 
Wieightiot water taken (2222482222) 2 epee ee 
Weight of calorimeter and water after ice is melted-______-_____-_-_- 
Wieishtioteice addedi@()\== 222522 = a ee ae ee 
Temperature of water and calorimeter before addition of ice-_____-__- 
(Pemperatunesatverdcens Mel(edss 2224 .= ease eon eee oe ee 
Number of degrees water and calorimeter were cooled ()))---------- 
Number of degrees the ice after being melted was warmed (#) -------- 
TCRVee EEO Eee MOO fe" Sees ae sao aoe nena to ormaeo see 


Calculations. — Since the heat given out by the water and 
calorimeter in cooling was consumed by the ice in being 
melted and warmed after melted, the two quantities are 
equal and can be equated. 

Let «=amount of heat required to melt 1 g. of ice 
without changing its temperature. 
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Let m = specific heat of copper, the substance of the 
calorimeter, found in a previous experiment. Then 
C-2+0-1-H=B-1-D+A-m-D. 


Solve for «, the quantity required. This quantity is termed 
the latent heat of melting. 


EXERCISE XXXIV 
LATENT HEAT OF VAPORIZATION 


Apparatus. — A calorimeter of about 500 c.c. capacity. 
A thermometer. A barometer. A Bunsen burner and a 
retort stand. A Florence flask fitted with a stopper and a 


delivery tube, and a “trap” (shown in Fig. 
34) to catch the condensing steam. 
Operations. — (1) Weigh the calorimeter. 
(2) Fill the calorimeter nearly full with 
water, about 400 ¢., and find its exact 
weight. The temperature of the 
water should be about 10° C. below 
that of the room. 
(3) Take the temperature of the water, and then remove 
the thermometer. 
(4) Immediately upon taking the temperature support 
the calorimeter so that the delivery tube B extends nearly 
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to the bottom of the water, first removing from the end of 
B any drops of water adhering to it. Have the water in 
the flask A, which should be about half full, boiling vigor- 
ously, so that a strong jet of steam issues from B when it is 
introduced into the water. 

(5) Warm the thermometer, by holding it above the flame 
of the burner, to about 10° C. above the temperature of the 
room, and stir the water gently with it now and then. 

(6) When the steam has raised the temperature of the 
water to about 10° above that of the room, or about 20° in 
all, remove it from the delivery tube and immediately take 
its temperature. 

(7) Weigh the calorimeter and water again, to ascertain 
the amount of steam that has been added. 

(8) Determine the temperature of the steam, either 
directly by a thermometer, as in Exercise XXIX., or by 
reading the barometer and computing the boiling-point, 
as in the same exercise. 

By warming the thermometer, as directed in paragraph 
(5), to the same temperature to which the water is to be 
raised, no heat from the steam will be required to warm it; 
and by having the water at first about 10° below the tem- 
perature of the room and at the end about 10° above it, the 
gain and loss by radiation will be nearly equal. Thus the 
two chief sources of error will be largely eliminated. 

Tabulate as follows : — 

NWijermincnOtyCal OMIM LC ty (CA) pete ete ee ee 
VLSI af Cel orinTNe VEN yp ULS) ENDO ete ee 
Wiel chtronewaverita Kets) later ieee eee tte 
Weight of calorimeter plus water plus steam_—____________________ 
NYelcnieOfestermin cd etl e(( )) ecm seta ee eee ee 
Temperature of water and calorimeter at beginning --______________ 
Temperature of water and calorimeter at end --____-_____________- 
Barometer_..---- Computed or observed boiling-point ~--------- 
Change of temperature of calorimeter and water (D) -------------- 
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Change of temperature of steam after it is condensed to water (H) -----_ 
Hatentiheat.of steam foun Gs as5 = = ee ee ee 


Calculations. — Since the heat given out by the steam, first 
in condensing to water without change of temperature and 
then in cooling, was received by the water and calorimeter, 
the two quantities, that given and that received, must be 
equal, and can be equated. 

Let « = heat given out by 1 g. of steam in condensing to 
water. 

Let m = specific heat of substance of the calorimeter, as 
found in a previous exercise. Then 


C-2+0-1-H=B-1-D+A-m-D. 


The value of w, when found, will be the latent heat of 
steam. 


CHAPTER V 


MAGNETISM AND ELECTRICITY 


+02 


EXERCISE XXXV 
FIRST LAW OF MAGNETS 


Apparatus.— Two halves of a knitting needle, or two 
darning needles. A bar magnet. A cork. Some sealing 
wax. A saucer filled with water. 

Operations. — (1) Magnetize the two needles by drawing 
the same pole of the bar magnet several times along the 
whole length of each, always in the same direction. 

(2) Note which pole of the bar magnet is used and which 
end of the needle is last touched by it. Mark this end with 
sealing wax or in some other convenient way. 

(3) Float one of the needles on a cork in the saucer of 
water. Mark the north-seeking pole in some convenient 
way. Repeat the operation with the other needle. 

(4) Bring the north-seeking pole of the other needle near 
to the poles of the floating needle, and note the results. 
Try also the south-seeking pole. Then exchange the needles 
and repeat the operations. 

Is the end of the needle last touched by the bar magnet 
the same in polarity as the pole of the bar- magnet used, 
or opposite ? 

How do like poles affect each other? unlike poles ?” 

87 
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EXERCISE XXXVI 
EFFECT OF BREAKING A MAGNET 


Apparatus. A magnet. A compass or a floating needle 
such as that used in the last exercise. A piece of watch- 
spring about 10 cm. long. 

Operations. — (1) Magnetize the piece of watchspring and 
test and mark its poles. 

(2) Break the spring into two pieces and test the ends 
of each piece for magnetism by the compass or the floating 
needle. 

(3) Break these pieces and test the parts again as before. 
Continue this process of breaking and testing as long as 
you can. 

(4) Lay the pieces down in their original order and note 
their arrangement as to their magnetic properties or poles. 

Can you tell how this experiment supports two points of 
the theory of magnetism ? 


EXERCISE XXXVII 
MAPPING A MAGNETIC FIELD 


Apparatus. — A bar magnet. A large sheet of paper. A 
compass. 

Operations. —(1) Place the magnet on the center of the 
sheet of paper with its north pole pointing north, and draw 
a line close to the magnet all about it, thus outlining the 
magnet upon the paper. Mark this outline with the letters 
N and 8, corresponding to the poles of the magnet. 

(2) Place the compass at the northeast corner of the 
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magnet and then move it slowly away, moving the compass 
in the direction in which the needle points, and changing 
the direction of motion as the needle changes its direction. 
Continue this movement until the edge of the paper is 
reached, or until the compass returns to the magnet. 

(3) Trace upon the paper with a pencil the path taken 
by the center of the compass needle, indicating by arrow- 
heads the direction taken. 

(4) In like manner trace several more lines of force, 
starting about a centimeter nearer the center of the magnet 
each time. Then in the same way map out the magnetic 
field on the west side of the magnet. 

(5) Either fasten the paper in your note-book, or make a 
copy of the figure in the note-book. 


EXERCISE XXXVIII 
MAPPING A MAGNETIC FIELD BY IRON FILINGS 


Apparatus. — Two bar magnets. A horseshoe magnet. 
A small piece of soft iron and an armature for the horse- 
shoe magnet. A small muslin bag containing iron filings. 
A few pieces of thin boards. 

Operations. — 

Part A 

(1) Place a bar magnet upon the table and about it some 
boards of the same thickness as the magnet, and then spread 
over these a smooth sheet of paper. 

(2) Sift from the muslin bag iron filings evenly and 
thinly over this paper, and then tap it gently with a pencil 
or jar the table with the fist. 

(3) Make a drawing in your note-book of the figure 
formed. 
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Part B 


(1) Place two bar magnets parallel to each other and about 
one-fourth their length apart, their unlike poles being adja- 
cent. Map out the field in the same manner as in Part A. 

(2) Repeat the operation, having the like poles adjacent. 


Part C: PERMEABILITY 


(1) Map out as in the preceding exercise the magnetic 
field of a horseshoe magnet, first without any armature, 
then with an armature. 

(2) Place the small piece of soft iron near, but not in 
contact with, the poles of the horseshoe magnet; or place it 
between the unlike poles of two bar magnets, but not in 
contact with them, and map out the field as before. The 
piece of iron should be about as large as a silver twenty- 
five cent piece, and as thick as the magnets. It can be kept 
from sliding towards the magnets by small bits of wood. 

Permanent copies of these figures can be obtained by 
placing a sheet of unsized paper, moistened with a solution 
of tannin, carefully over the figure formed by the iron 
filings. Press the paper down gently upon the filings by 
a blotter and then lift it off carefully, allowing the filings to 
cling to the paper. When dry, brush off the filings and 
fasten the copies so made in your note-book. 


EXERCISE XXXIX 
THE SIMPLE VOLTAIC CELL 


Apparatus. — (Fig. 35.) A tumbler about two-thirds full 
of dilute sulphuric acid, H,SO, (1 part of acid to 15 or 20 
parts of water). Two pieces of zine and one piece of copper 
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about 10 cm. long and 3.5 cm. wide. The zines, to be 
serviceable, should be 3 or 4 mm. thick. To each of these 
pieces of metal a piece of wood about 1x 1.5 x 10 cm. 
. should be fastened by screws, and also a copper wire about 
50 em. long. One zine should be well amalgamated, the 
other left unamalgamated. 

A galvanoscope (Fig. 36), consisting of a small compass 
set in a block of wood about 10 cm. square and 5 em. thick. 


/\ a ( 


Extending under the compass and around the block is a 
groove in which are wound a few turns of insulated copper 
wire. Two connectors. A dinner plate upon which the 
metal strips may be placed when not in use. 

Caution. — Do not allow the amalgamated zinc at any time 
to touch the other plates, as some of the mercury would be 
communicated to them. 

Operations. — (1) Place each of the three plates in the acid 
separately, and observe what occurs at the surface of each. 

(2) Place the copper and the unamalgamated zinc plates 
in the acid together, and observe what occurs at the surface 
of each; first, when they are not connected in any way; 
second, when touching under the liquid; and third, when 
connected by bringing the bare ends of the attached wires 
firmly together. This paragraph illustrates local action. 
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(3) Replace the unamalgamated by the amalgamated zine 
and make the same observations as in the preceding para- 
graph, except that the two plates must not be allowed to 
touch under the liquid. Observe also the effect of inter- 
cepting the metallic connection between the plates by wood, 
cloth, paper, ete. Try also a bit of graphite taken from 
a lead pencil. 

(4) Make the metallic connection through the wire of the 
galvanoscope, using the connectors; and observe the effect 
on the needle when the metallic connection is complete and 
when it is intercepted by wood, cloth, paper, etc. 

Before using the galvanoscope, place it so that the groove 
in the block les in the magnetic meridian and keep it in 
that position while using it. 

(5) Compare the effect produced on the needle when the 
unamalgamated zine is used, with that produced by the use 
of the amalgamated zine. 

(6) Again, with the amalgamated zinc, observe the effect 
on the needle of brushing off the bubbles from the plate 
with a small swab after the current has been flowing about 
five minutes. 

(7) Place the two zines in the acid and connect them to 
the galvanoscope. Observe whether there is any effect on 
the needle or not. If there is, determine which one has 
taken the place of the copper plate. Try also two amalga- 
mated zines or two unamalgamated zines. 

(8) Observe whether any of the plates have been wasted 
away by the action of the acid. 

(9) Place a copper and a zine plate in a solution of com- 
mon salt in water, and note the effect on the needle of the 
galvanoscope. 

Examine different kinds of cells, and read about them, 
noting the fluid used for the eaciting action and the material 
used for the depolarizing action. (See Thompson, pp. 157— 
174, new ed., pp. 1381-145, old ed.) 
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EXERCISE XL 
ELECTROMAGNETS 


Apparatus. —Some form of a voltaic cell, such as a Le- 
clanché, a gravity, or the simple cell used in the last exer- 
cise.» A bar of soft iron about 15 cm. long and 1 cm. in 
diameter, with a file-mark near one end. Two or three 
meters of insulated copper wite about No. 22. A compass. 
Some iron filings. 

Operations. —(1) Test the bar for residual magnetism, 
both by the compass and by iron filings. 

(2) Wind the wire about the bar in a neat close spiral, 
connect the free ends of the wire to the battery, and again 
test the bar as before. Break the circuit and again test the 
bar. 

(3) While the current is flowing, determine and mark the 
north pole of the bar or core. Then, without unwinding the 
wire, change the direction of the current in the wire by 
changing the connections with the cell and determine again 
the north pole of the core. 

(4) Determine the effect on the polarity of the core 
when the direction of the current in the wire itself is 
not changed, but the direction about the core is changed 
by unwinding the wire and rewinding it in the opposite 
direction. 

(5) Grasp the rod in the right hand in such a way that 
the fingers shall encircle it in the same direction as that in 
which the current flows. Note toward which pole the 
thumb points, and thus devise a rule by which the poles of 
an electromagnet can be determined, when the ‘direction 
of the current is known; or the direction of the current, 
when the poles are known. 
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‘ (6) Note the effect of a smaller number of spirals about 
the core upon the strength of its magnetism. 

The student should now examine and study an electric 
bell, telegraph sounder, and other instruments of which an 
electromagnet forms a part. 


EXERCISE XLI 
DEFLECTION 


Apparatus.— A voltaic cell. About 1 m. of insulated 
copper wire No. 22, attached to one pole of the cell. A 
compass or magnetic needle. 

Operations. — (1) Place some portion of the wire parallel 
to and above the needle, so that the current which flows 
through the wire toward the zine plate of the cell shall 
flow from north to south above the needle. Note the effect 
on the north pole of the needle upon closing the circuit 
by bringing the free end of the wire in contact with the 
other plate of the cell. 

(2) Try the same with the current flowing from south to 
north above the needle. 

(3) Note the effect when the wire is placed under the 
needle so:that the current flows from north to south below 
the needle. 

(4) Again note the effect with the current flowing from 
south to north below the needle. 

(5) Place a portion of the wire in a vertical position near 
the north pole of the needle and note the effect, first, when 
the current is flowing up, and then when the current is flow- 
ing down. ‘To do this easily, support the compass on a small 
block or other object. 

(6) Repeat the last operations at the south pole of the 
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needle. Can you tell from the results of the above opera- 
tions what the effect would be if the current were passed 
entirely around the needle in a north and south vertical 
plane ? 

(7) Pass the wire once around the needle in a north and 
south vertical plane, and note the effect when the current is 
flowing first in one direction and then in the other. Also 
note the effect of an increased number of turns of wire upon 
the deflection of the needle. 

It is interesting to note whether the distance of the wire 
from the needle, or the interposition of such substances as 
wood, glass, etc., between the wire and the needle, affects the 
deflection. 

(8) Put the right hand in place of the wire in each of 
the above cases, with the palm toward the needle and with 
the fingers pointing in the direction in which the current 
was flowing. Compare in each case the direction in which 
the thumb points with the direction in which the north pole 
of the needle is turned. From this, if possible, derive a 
rule for determining the deflection when the direction of 
the current is known, or the direction of the current when 
the deflection is known. 

Remarks. — It is evident that if the needle or magnet were 
fixed in its position and the coil arranged so as to turn 
easily, the coil would be turned so as to assume an angle 
with the magnet when the current is sent through it. Gal- 
vanometers consist essentially of a coil of wire and a magnet. 
In some instruments the magnet is the movable part and the 
coil is stationary, while in others the reverse is true. It 
would be well for the student now to make a study of gal- 
vanometers both by reading about them and by examining 
any available instruments. 
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EXERCISE XLII 
AN ELECTROMOTIVE SERIES 


Apparatus. — Same as for Exercise XX XIX., and in addi- 
tion plates of iron, lead, carbon, and aluminum. 

Operations. — (1) Taking one of these plates, as copper, 
form a cell with each of the others in turn, and by the gal- 
vanoscope determine in each case which is the positive and 
which is the negative plate. 

(2) Continue the above process until as many different 
combinations as possible have been made with the five 
plates. 

(3) Arrange the plates in a series such that if any two of 
them be taken to form a cell, the first in the series shall be 
the positive plate. 

Record the data in a table as follows : — 


Positive Plate. Negative Plate. Series. 


THE TANGENT GALVANOMETER 
[See the Appendix for instructions for making a galvanometer. ] 


The law of the tangent galvanometer is that the strength 
of the current is proportional to the tangent of the angle of 
deflection. For example, suppose that a current of 0.8 of 
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an ampere, passed through a tangent galvanometer, pro- 
duces a deflection of 31°, and that another current of un- 
known strength produces a deflection of 52°. By the above 
law the strength of the second current can be determined 


by comparing it with the first. (See 8. P. Thompson’s Ele- 
mentary Lessons in Elec. and Mag., pp. 163-165, old ed., 
198-200, new ed.). 

Let x = equal the strength of the unknown current. 


Then 0.8: #:: tan 61° : tan 52°. 


From a table of tangents (Appendix, Table XVIL., pp. 182, 
183), it is found that tan 31° is 0.6 and tan 52° is 1.28; hence 


Osa 2 0.6% 123, 
¢ = 1.7 amperes. 


It is evident from the above illustration that it is neces- 
sary to know what deflection some known current will pro- 
duce in any particular galvanometer in order to use the 
galvanometer for measuring strength of currents. 

G 
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It is most convenient and therefore customary to take for 
the known current that current strength which will cause a 
deflection of 45°. This is most convenient merely because 
the tangent of 45°is 1. This current that causes a deflec- 
tion of 45° is called the reduction factor or galvanometer con- 
stant. 

Each galvanometer, or, if it has more than one coil, each 
coil of a galvanometer, has its own reduction factor, which 
must be determined before the galvanometer can be used 
for measuring the strength of currents. The value of the 
reduction factor depends upon the number of turns of wire 
in the coil, the radius of the coil, and the strength of the 
earth’s magnetic field where the galvanometer is set up. 

To illustrate the use of the reduction factor, when once 
it is determined, let k= the reduction factor, and A° the 
deflection produced by a current of unknown strength rep- 
resented by x Then 


k: 7: tan 46°: tan A®, 
REVORRSR Tames 
e=k x tan A>. 


REMARKS ON THE USE OF THE TANGENT GALVANOMETER 


The instrument should be placed on a firm table where it 
will be as free as possible from disturbance and local iron 
influences, and where, if possible, it can remain undisturbed 
for an indefinite time. In placing the instrument, see that 
it is level, that the plane of the coil is in the magnetic 
meridian, and that the two ends of the pointer are at zero. 
When once adjusted in position, great care should be taken 
not to move it from its position. 

Because of imperfect adjustment of the galvanometer, 
the needle, and its pointer, it often happens that the read- 
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ings at the two ends of the pointer are not the same and do 
not agree with those given when the current is reversed. 
These errors, which should be small, may be caused by the 
pointer not being straight and at right angles to the needle, 
or by the axis on which the needle turns not being at the 
center of the graduated circle, or by the pointer not being 
adjusted to zero at both ends at first. To eliminate these 
errors, it is necessary to take double readings; that is, to 
read the position of each end of the pointer and then re- 
verse the current and take the readings again. The aver- 
age of the four readings taken must be considered as the 
true deflection. 

The observer must be careful not to have any iron about 
his person. If a movement of the needle occurs upon the 
approach or the retirement of the observer from the instru- 
ment, it is an indication that there is some iron or steel, 
such as knives, keys, or stays, about the clothing of the 
observer that will render accurate work impossible. 

Parallax must be avoided by placing the eye above the 
needle so that the pointer hides its own image in the mirror 
beneath. 

Whenever possible, it is best to arrange the apparatus or 
to select the coil of the galvanometer so that the deflection 
shall not vary widely from 45°, since the effect of an error 
in reading is less at that point than at any other. An error 
of 1° at 45° will produce an error of about 3.5 per cent in 
the result; while an error of the same amount at 10°, or 80°, 
will produce an error in the result of about 10 per: cent. 
(See 8. & G., Vol. II., pp. 229-232.) 

To prevent the connecting wires from influencing the 
needle of the galvanometer, they should be twisted together . 
where they approach the instrument. 

For the explanation of the meaning of tangent of an 
angle, see p. 152. 
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EXERCISE XLIII 
REDUCTION FACTOR OF A TANGENT GALVANOMETER 
By a Gas VOLTAMETER 


Apparatus. A tangent galvanometer. A commutator 
(Fig. 38). A rheochord. A voltameter. A watch. A bat- 
tery of from four to six Daniell cells. An inverted burette 


makes an excellent voltameter. It is easily filled by suction 
through a rubber tube attached to the lower end, after it is 
inverted (Fig. 39). 

Operations. —(1) Fill the voltameter with water contain- 
ing from 20 to 30 per cent of sulphuric acid. (A 30 per 
cent solution has the greatest conductivity. See 8. & G., 
Vol. IL.; p. 251.) 

(2) Connect the apparatus as shown by Fig. 40, in which 
G represents the galvanometer, C the commutator, R the 
rheochord, V the voltameter, and B the battery. Use that 
coil of the galvanometer that will give a deflection between 
30° and 60°. Before beginning final operations, close the 
circuit in order to see that the apparatus is in good work- 
ing condition and that there is a suitable deflection of the 
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needle, about half of the rheochord resistance being in use. 
Then break the circuit at the commutator. 

(3) Note and record the volume of gas in that tube of 
the voltameter that is over the negative electrode, or 
cathode. This tube should not be quite full of water. 


Fig 39. Fig. 40. 


(4) Close the circuit at the commutator, observing and 
recording the exact time at which it is done. 

(5) Observe the deflection of the needle at each end, and 
then reverse the current by the commutator and read the 
deflection again. Allow the current to flow for about fifteen 
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minutes, or until 30 or 40 c.c. of hydrogen have been gen- 
erated. Observe the needle carefully during this time, and 
keep the deflection and current constant by varying the 
resistance of the circuit by the rheochord. If a Daniell 
battery is used, it is probable that the resistance of the 
circuit will not need to be changed during the experiment. 

‘€) Break the circuit at the commutator, noting the exact 
time at which it is done. 

(7) Observe the volume of gas in the voltameter. 


Norre.— For a more accurate determination of the constant, the 
volume of hydrogen should be corrected for temperature and pressure. 
A weight voltameter, however, is to be preferred for more accurate 
work. 


Record the data as follows: — 


Volume of gas in voltameter at first._-_.-_-_--------__- 
Volume of gas in_voltameter at end -..--_-.-----_----__ 
Violumevon eas @ene rs tec eee ee ee ene ee 


Timevotrelosin eye Wenci ic ult aes 
Pimeson rea kame che) CxnC wa UG ee 
Time the) current towed.) 1m SeCONCS = es 
Dellections se= a5 an eee ae eee a oe eee 


Average deflection 75 S02. ose. eee ea eee ae 
Reduction factor 


Calculations. — Dividing the amount of hydrogen generated 
by the number of seconds the current flows gives the vol- 
ume of hydrogen generated per second; and dividing the 
quotient thus obtained by 0.1155 gives the strength of the 
current in amperes flowing through the whole circuit, since 
one ampere flowing for one second (that is, one coulomb) 
liberates 0.1155 ¢.c. of hydrogen at 0° C. and 76 em. pres- 
sure. (See Thompson, art. 243, revised ed., art. 215, old ed.) 


Let B= the strength of current found. 
Let A = the average deflection. 
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Then, by the law of the tangent galvanometer, 


B:%:: tan A: tan 45, 
B:e7:tan A:1, 
gy eae 

tan A’ 


which equals the current that will deflect the needle 45°, or 
the reduction factor of the galvanometer coil used. 


EXERCISE XLIV 
REDUCTION FACTOR OF A TANGENT GALVANOMETER 


A. By a Copper VOLTAMETER 


Apparatus. —Same as for Exercise XLIII. except that 
the voltameter (Fig. 41) consists of two copper electrodes 
in a solution of copper sulphate, CuSO, which contains 
30 g. of the salt to every 100 g. of 
water and 1 per cent of free sul- 
phurie acid, or a solution of about 
1.17 density. 

To make the electrodes, take a 
piece of No. 14 copper wire about 
2 m. long for each electrode, and 
clean it thoroughly by fastening 
one end in a vise and rubbing it 
with sandpaper. Be careful not to touch the wire with 
the fingers after it is cleaned. Wind the wires into neat 
spirals, making one about 4 cm. and the other about 8 cm. 
in diameter. The area of these electrodes should not be 
less than 50 sq. cm. each for one ampere of current used. 
They are to be placed vertically in the solution, the smaller, 
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or cathode, being placed concentrically within the other 
(see Fig. 41). 

Operations. — (1) The anode is ready for use without 
further cleaning. Clean the cathode by dipping it first in 
water containing a little sulphuric acid, then dry it by 
blotting paper, and then dip it in strong alcohol. Dry again 
first by clean blotting paper, and then by a current of warm 
air. The part to be immersed in the solution must not be 
touched with the fingers after it is polished with the sand- 
paper. 

(2) Weigh the cathode, or gain plate, by a Jolly balance 
or a chemical balance. 

(8) Place the electrodes in position, make the connections, 
take the time, deflections, etc., as in Exercise XLIII. The 
current should flow from one to three hours, being kept 
constant by means of the rheochord. 

(4) Clean and weigh the cathode again as before. 

Calculations. — The calculations are the same as in Exer- 
cise XLIII., except that the weight of the cathode is taken 
instead of the volume of the gas liberated at the cathode. 
The weight of copper deposited per second is divided by 
0.000328, the number of grams deposited in one second by 
one ampere, to obtain the strength of the current. 


Norr.— Before washing and weighing the cathode for the first time, 
it is well to set up the apparatus and test it to see that it is in good 
working order. 


B. By a Srtver VOLTAMETER 


A silver voltameter is to be preferred to one of copper, 
because it is more accurate and because the weight of the 
silver deposited on the gain plate is more than three times 
that of copper by the same current. The experiment can 
therefore be made in much shorter time by the silver vol- 
tameter, or with weaker currents. The cost is not great. 
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The apparatus and the method are, in general, the same 
as for the copper voltameter. 

The electrodes should be of pure silver, 2 or 3 mm. thick 
and having an area of not less than 200 sq. cm. for one 
ampere of current. Each may be in a form of a square 
plate, having a tongue projecting from one side by which it 
can be handled and supported. 

To clean the plates, dip them for a moment in weak nitric 
acid and then wash them thoroughly in distilled water. The 
cathode, or gain plate, should then be washed in alcohol, 
dried in warm air, and, when cool, carefully weighed. 

On removing the cathode from the solution after the 
deposit has been made, wash it very thoroughly in distilled 
water, then in alcohol, and then dry and weigh as before. 
The plate must be handled with great care, as the silver 
does not adhere very strongly and may be removed by care- 
less handling and washing, thus vitiating the results. 

The solution should contain 15 g. of silver nitrate to 85 g. 
of water. 

The weight of silver deposited per second is divided by 
0.001119, the number of grams deposited in one second by 
a current strength of one ampere. 

Remarks. — Since the manipulations in the last two exer- 
cises are rather difficult, it is recommended that the teacher 
perform the experiments in conjunction with the whole lab- 
oratory section. After one galvanometer has been standard- 
ized, it can be used for standardizing other galvanometers, 
or several galyanometers can be connected in series and all 
standardized at the same time. 

To determine the reduction factor of a galvanometer by 
means of another whose constant is known constitutes an 
excellent laboratory exercise. The two galvanometers, bat- 
tery, and resistance box should be connected in series, the 
commutator being next to the battery. Place the galva- 
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nometers several feet apart, so that they will not influence 
each other. The galvanometer whose constant is known 
‘serves the same purpose as the voltameter in Exercises 
SULIT. and XLIV. 

If one is so fortunate as to possess a commercial amme- 
ter, it can be used for standardizing the galvanometer, and 
it can be advantageously substituted for the tangent galva- 
nometer wherever that is used in the following exercises. 


EXERCISE XLV 
A POLARIZATION CURVE 


Apparatus. — A Leclanché cell. A resistance box. A 
tangent galvanometer. A watch.” 

Operations. — (1) Connect the cell, the resistance box, 
and all of the coils of the galvanometer in series, making 
the resistance of the box about 10 ohms. 

(2) As soon as the needle comes to rest, observe the 
deflection, and every half minute thereafter for the first 
five minutes. During the next five minutes record the 
position of the needle every minute, and after that every 
two minutes for the next twenty minutes. 

(3) Find the tangent for each deflection. 

(4) Using the times for the abscissas and the ean as 
ordinates, plot a curve showing the relation between the 
current, diminished by polarization, and the time. 

Record the data as follows : — 


Deflections. Tangents. 


14 
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EXERCISE XLVI 


JOINING CELLS 


Apparatus. — Three or four Daniell cells. A tangent gal- 
vanometer with a long, high resistance coil and a short, 
low resistance coil. (Use all of the coils of the galvanom- 
eter joined in series for the high resistance, and the two 
short, thick wire coils for the low resistance, the constants 
in both cases being given.) A resistance box or a spool of 
German silver wire of about 100 ohms’ resistance. A com- 
mutator. Some connectors and short, thick pieces of wire. 

Operations. — (1) Using one cell only, join it to the low re- 
sistance galvanometer and determine the average deflection. 

(2) Using one cell as before, introduce into the circuit 
about 100 ohms’ resistance and join to the high resistance 
galvanometer. Determine the average deflection as before. 

(3) Join all the cells parallel, that is, connect all the 
negative plates together and all the positive together, and 
then connect the battery to the low resistance galvanometer. 
Ask the instructor to examine the connections, and then 
determine the deflection as before. 

(4) With the cells still joined parallel, introduce 100 
ohms into the circuit and join to the high resistance gal- 
vanometer, determining the deflection again. 

(5) Join the cells in series; that is, connect the positive 
plate of one cell to the negative plate of the next cell, and 
so on until all the cells are joined, the negative of the first 
cell and the positive plate of the last cell forming the poles 
of the battery. Let the instructor again examine the con- 
nections. Connect the battery to the low resistance galva- 
nometer and determine the deflection. 

(6) With the cells still in series, introduce into the circuit 


108 PHYSICAL LABORATORY MANUAL 


100 ohms and join to the high resistance galvanometer. 
Determine the deflection. 

Observe that in the cases in which additional resistance 
is introduced into the circuit, the high resistance or long 
coil galvanometer is to be used; and that in the other cases, 
in which the external resistance is made as small as possible, 
the low resistance or short coil galvanometer is to be used. 

Record the data as follows : — 


Deflections, 


Coil How 
Used. Joined. 
Dir. Rey. 


4 % ee 2e 


Compare the results obtained in the first, third, and fifth 
cases with one another; and likewise, those of the second, 
fourth, and sixth cases. 


EXERCISE XLVII 
OHM’S LAW 


Apparatus. — The slide-wire Wheatstone bridge, used in 
Exercise XLVIII., which in this exercise is not used as a 
bridge (see Appendix, p. 161). A small block of wood 7 or 
8 cm. square and 2 or 3 cm. thick, having a piece of sheet 

brass fastened to one side and projecting about 
1 cm. beyond the corner of the block. About 
1 m. of wire should be soldered to this piece of 
Fig.42. brass. This block (D, Fig. 42) is to be used to 
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make the connection with the bridge wire at B (Fig. 
43), by resting the edge of the brass strip on the wire, 
a weight being placed on the block to hold it in posi- 
tion. A battery of a few Daniell cells. A commutator. 
A D’Arsonval galvanometer (see Appendix, p. 161) with 


telescope and scale (Fig. 44). A high resistance of about 
5000 ohms, consisting of a spool of wire or pencil lines 
upon ground glass. 

Operations. — (1) Connect the apparatus as shown in 
Fig. 43. 

(2) Make the connection at B 10 cm. from <A, and deter- 
mine the average deflection; and then repeat the operation, 
placing B at intervals of 10 em. along the wire until C is 
reached. 

Record the data as follows : — 
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Deflection. Length AB. 


Deflection. 


AB. 


First. Second. Average. 


Using the values of AB and the corresponding deflections 
as <o-ordinates, plot a curve showing graphically the relation 
between them. 

With the telescope and scale arrangement the current is pro- 
portional to the deflection. What relation, therefore, exists 
between the current through the galvanometer and the length 
AB? Between the length AB and the resistance from A to B ? 
What then is the relation between the current through the 
galvanometer and the resistance from A to B? 

The current through the galvanometer is due to the differ- 
ence of potential between A and B, and is proportional to it. 
What must be the relation, therefore, between the difference of 
potential from A to B, and the resistance from A to B?  Difter- 
ence of potential here is equivalent to electromotive force, hence 
what is the relation between electromotive force and resistance? 

The student must note that two currents are considered in 
this exercise,— the current through the galvanometer, which is 
variable, and the current through the wire ABC, which must 
be constant. The resistance of the galvanometer circuit being 
large, only a minute fraction of the main current through the 
wire ABC flows through the galvanometer, hence the con- 
stancy of the current is practically unaffected by making and 
breaking the connection at B. Ohm’s law implies that EF is 
proportional to A when C is constant. In this exercise C is 
constant ; have you shown that H is proportional to R? 

Norr.—Should a tangent galvanometer be used, place another column in the 
table for the tangents of the angles of deflection and in the last column place the 
quotients of the tangents divided by lengths AB. 

A voltmeter may be substituted for the galvanometer and resistance, and then 


the quotients of the readings of the instrument by the lengths AB should be 
placed in the last column. 
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EXERCISE XLVIII 


RESISTANCE OF WIRES BY WHEATSTONE SLIDING 
BRIDGE 


Apparatus. A D’Arsonval galvanometer with telescope 
and scale. A Leclanché cell. A resistance box or some 
standard resistance coils. A Wheatstone sliding bridge 
(see Appendix, p. 161). Some spools of copper and Ger- 
man silver wire of known lengths and various diameters. 
A micrometer screw. 


Fig. 45, 


Operations. — (1) Connect the apparatus as shown in Fig. 
45, in which X represents the unknown resistance, & the 
known resistance, # the galvanometer key, and C the bat- 
tery key. Place the telescope and scale so that the scale re- 
flected in the mirror of the galvanometer can be read through 
the telescope, the galvanometer being about 2 m. distant. 

(2) The process of measuring the resistance of X consists 
in finding such a position for C on the wire AB that when 
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the key E and the battery key C are both closed, no current 
shall flow through the galvanometer. This is done by trial 
as follows : — 

First, find two places for C that cause opposite deflections 
of the galvanometer. The place sought must be between 
these two points. 

Second, note the direction of the deflectiof* when C is too 
far to the right or too far to the left, so that the direction 
of the deflection will thereafter enable you to tell which 
way to move C. 

Then continue to move C about until the correct position 
for it is found. When it is found, check the result by 
making contacts 1 mm. on either side of it. These con- 
tacts should cause about equal deflections in opposite 
directions. 

During the first trials it is well to shunt the galva- 
nometer at S and to close the key # for an instant only, 
to avoid injury to the galvanometer by too violent deflec- 
tions. When the correct place for C is approximately 
found, the shunt S should be broken and longer contacts 
at H will be necessary. 

To bring the galvanometer to rest quickly between each 
trial, hold down the key H, the key C being open. The 
key H at each trial should always be closed and opened 
while the key CO is closed; that is, close the battery key first 
and open it last. 

It is desirable, although not necessary, that the correct 
point for C should be near the middle of the bridge wire. 
This will occur when the known resistance R and the 
unknown resistance X are of about the same value. 

(3) Measure the diameter of the wire whose resistance is 
being determined with the micrometer screw or its diameter 
may be taken from a table, if its number is known. 

Record the data as follows : — 
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Kind of} No. of | _. Square of | Length of 


é Length | Length 
Wire. | Wire. Diameter. Diameter. | Wire. x. 


He | eh i ae 


WES Ne Ni Ae AN ae Goals SO Salle 28 


Compare the resistances of wires of the same material and 
diameter with their lengths; then, of the same material and 
length with their diameters and the squares of their diame- 
ters. Calculate in each case from the data obtained the 
resistance of 1 ft. of wire, ;,) of an inch in diameter, 
represented by K in the table. 

Theory of the Bridge. — Let a = the fall of potential from 
D to A, b the fall from D to B, and c the fall from D to C. 
The fall of potential from D to C will of course be the same 
by either path, DAC or DBC. Let R'= the resistance of 
AC and R&" the resistance of BC. Then, since the fall of 
potential along a conductor is proportional to the resistance 
(Exercise XLVII.), we have the two proportions, 


a eee and pein . 

e X+R' e K+" 
But when there is no current through the galvanometer, 
A and B are at the same potential and a= 0; hence 
Sire ere 
X+R R+k" 
xR 
R R' 


of a conductor, 


This simplified gives the proportion 


But since resistance is proportional to the length 


F' _ Length AC. neces 
R' Length BC’ 


X _ Length AC 
R Length BC 


a proportion by which the value for X in the table can be 


determined. 
H 
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EXERCISE XLIX 
MEASUREMENT OF ELECTROMOTIVE FORCE 


References. —S. & G., Vol. IL. pp. 221-224, 484, 485; 
G. & 8., pp. 567-571; Fleming, pp. 128-135. 

Apparatus. — A rheochord consisting of 6 m. of No. 28 
German silver wire. A sensitive galvanometer, a D’Arson- 
val is best. A resistance box. Three or four Daniell cells 
and a cell whose electromotive force is to be determined. A 
movable contact key such as that used in Exercise XLVIII. 


L 8 _HE 
B 
K 
\ \) St 
\ KJ 0 
A 


Fig. 46. 


Operations. — (1) Connect the apparatus as shown in Fig. 
46, in which # is a single Daniell cell used as a standard 
of E.M.F. The battery at Z must be of such strength and 
its internal resistance so proportioned to that of the wire of 
the rheochord that the fall of potential from A to B will be 
greater than the E.M.F. of any cell or battery to be placed 
at H. For testing cells no stronger than a Leclanché cell, 
two Daniell cells at Z are sufficient. The same poles of 
the cell at H and of the battery at Z must be connected 
to A. Make the resistance at & 100, or more, ohms, or as 
large as the sensitiveness of the galvanometer will permit. 
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(2) As in Exercise XLVIIL, find a position for the sliding 
key C, on the wire of the rheochord, such that when it is 
closed there shall be no deflection of the galvanometer. 
Until the correct position for C is nearly attained, the key 
at i should be kept closed, to act as a shunt for the galva- 
nometer. This key should also be closed between all trials, 
to bring the galvanometer to rest. The resistance at R 
should be as large as possible and yet have the galvanometer 
sensitive to a slight change of the position of C. 

(3) Substitute for the Daniell cell that whose E.M.F. is 
to be measured, and again find a position for the sliding 
key C, on the wire of the rheochord that will cause no 
deflection of the galvanometer. 

By placing two cells joined parallel, or in series, at EZ, 
their E.M.F. can be compared with that of one cell of the 
same kind. 

The E.M.F.’s of the cells at # will be directly propor- 
tional to the length of the wire between A and C. For the 
E.M.F. of the Daniell cell use 1.1 volts. 

Explanation.— The galvanometer circuit from A to C 
forms a shunt circuit in that of the battery at Z, and the 
cell at H tends to set up a current in opposition to that 
from LZ. When Cis closed at the right place on the wire, 
so that there is no current in the galvanometer circuit, it 
is the same as if 1t were not closed, because no current 
flows; and the E.M.F. of the cell at # will just equal 
the difference of potential between A and C. In Exercise 
XLVII. it was shown that the difference of potential 
between A and C is proportional to the length of the 
wire between A and C. Hence the E.M.F. of the cells 
at H will be proportional to the lengths of the wire from 
A to C. This holds true as long as the resistance of the 
circuit of Z remains the same and the strength of the cur- 
rent from Z is constant. 
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Record the data as follows : — 


Cells at Z. Cell at Z. Length, A to @. 


1 


EXERCISE L 
« RESISTANCE OF A CELL 
Mance’s Mretuop 


Apparatus. — A Wheatstone sliding bridge. A gravity 
or a Daniell cell. A resistance box. A D’Arsonyal gal- 
vanometer with telescope and scale, or a tangent galva- 
nometer. 

Operations. — (1) Referring to Fig. 45, substitute the cell 
whose resistance is to be measured for X, and remove the 
battery from the line OD, leaving CD connected by a wire. 
The key H may be closed permanently, or removed from 
the galvanometer circuit. The galvanometer will be de- 
flected. If the deflection is much more than 45° with a 
tangent galvanometer, or off the scale with a D’Arsonval, 
it should be reduced by a shunt. 

(2) Find by trial, as in the preceding experiment, a 
point C on the bridge wire, such that when the key is 
closed at C no change occurs in the deflection of the gal- 
vanometer. The points C and D are then at the same 
potential, and X, the resistance of the cell, is to R as 
the length AC is to the length BO, 2 =2°. Make, R 
as nearly as possible equal to X. Find the average of 
three different determinations. 
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Record the data as follows : — 


- EXERCISE LI 
RESISTANCE AND E.M.F. OF A CELL 


Apparatus. — A tangent galvanometer whose constant and 
resistance are known. A commutator. A resistance box. 
A Daniell or a gravity cell. 

Operations. — (1) Connect the instruments in series, using 
all the coils of the galvanometer, and draw a diagram of the 
instruments and the connections in the note-book. 

(2) Make the resistance (/') of the resistance box such 
that the deflection shall be nearly 60°, and determine the 
average deflection. 

(3) Change the resistance of the box so that the deflection 
shall be about 30°, designating the resistance in this case by 
R". Determine the average deflection. 


Explanation. —Ohm’s law, 0=5, indicates that C is 


inversely proportional to R when £# is constant. In this 
experiment the # of the circuit is the sum of the resistances 
of the galvanometer, the box, and the cell. Let g =the 
resistance of the galvanometer, and 7 that of the cell, R' 
being that of the box in the first case, and #" in the second 
case. Then in the first case the resistance of the circuit 
was R'+g9-+-7, and in the second case R'’+g+r. Let C 
and C' represent the currents in the two cases. Then 


118 PHYSICAL LABORATORY MANUAL 
E EH 
COE = Se 
R'+g+r R"+gq+r 


But since the currents are proportional to the tangents of 
the angles of deflection, the tangents can be substituted for 
the currents in the above proportion. 


Let A = the average deflection in the first case. 
Let A'= the average deflection in the second case. 


Then 


i a 
tan A: tan A!:: : 
= aM R'+g+r R"tg+r 
from which the value of 7 can be determined. This pro- 
portion may be simplified, and reduced to the following 


equation, Hype gaye 
eat este Ey 2, 


T,— T, 


in which 7,= tan A, T, tan A', R, the resistance F'+ g, 
and A, the resistance &!'+ 9. When r is known, the E.M.F. 
of the cell may be calculated by Ohm’s law. 

Record the data as follows : — 


GALVANOMETER 


Galvanometer Constant 


Deflections. eons 
Tan- Cur- 

Detlec- ents ent E.M.F. 
tion. 8 P peta 


Kind of | Box Re- 
Cell. sistance, 
Direct. Reverse. 


| Men HS S| Bd RAN eee sae nee 


CHAPTER VI 


SOUND 


EXERCISE LII 
SCALE RATIOS 


Apparatus. — A siren consisting of a disk of brass or 
cardboard with eight concentric circles of holes, mounted 
on an electric motor or on a whirling table. A bellows 
fitted with a rubber tube, into the end of which a glass tube 
is inserted. 

Operations. — (1) Count the number of holes in each circle, 
beginning with the inner circle. 

(2) Express the number of vibrations that each circle 
will produce when the disk is rotating and a jet of air is 
directed at each circle in succession. To do this, let n 
denote the number of rotations per second made by the disk. 
Each puff of air as it passes through a hole may be con- 
sidered a vibration; and, therefore, there will be as many 
vibrations per second for any circle as there are holes in 
the circle multiplied by n, e.g. if there are 24 holes in the 
first circle, 24 n will express the number of vibrations per 
second for that circle. 

(3) Express the ratio of the number of vibrations per 
second produced by each circle to the number produced by 
the inner circle. Since n is a common factor in each of 
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these, it will cancel out; and hence n, or the rate of rota- 
tion, does not need to be known. 

(4) Set the disk in rotation; and when it has attained a 
uniform speed, direct a jet of air against each circle of holes 
in rapid succession, beginning with the inner circle. Be 
careful that the tube does not touch the disk. Designate 


{——___— 
—— 


=| 
co | 
le 


Fig. 47. 


the tones produced by the customary names. (Instead of 
using a bellows to produce the jet of air, place the rubber 
tube in the mouth and blow air from the lungs through the 
holes of the disk.) 
~ What vibration ratio corresponds with each tone produced? 
(5) Set the disk in rotation and direct a jet of air at a 
single circle of holes while the rate of rotation is increasing. 
What relation between vibration rate and pitch does this 
illustrate ? 
Record the data as follows : — 


Circle, 


Number of holes 


Number of vibrations 


Ratio of vibrations 


Tones * 


EXERCISE LIII 
VIBRATIONS OF STRINGS: LAW OF LENGTH 


Apparatus. — A sonometer (Fig. 48) fitted with a single 
string and having three bridges. 

Operations. — (1) Place the two bridges under the wire at 
some known distance apart, as 80 or 100 cm. Pluck the 


Za 


Li 


Fig. 48. 


wire with the finger and use the tone produced as the key- 
note, or Do, in the following operations. 

(2) Place the third or movable bridge under the wire 
between the two bridges at such a point that the wire 
will give the note Re. This position is to be found by 
trial by the aid of the ear. The whole wire should be 
sounded frequently to aid the ear in finding the correct 
point. Measure the length of the wire giving the note Re. 


* Designate the tones produced by the customary names. 
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(3) In like manner determine the lengths for the remain- 
ing notes of the scale. 

(4) Repeat the operation several times with the same 
length of wire for the keynote, measuring this length now and 
then to see that the bridges are not out of place. Find the 
average of the lengths found for each of the notes of the scale. 
The average of a large number of somewhat rapid determina- 
tions is to be preferred to a few determinations taken very 
slowly. Be careful not to increase the tension of the wire by 
lifting it with the movable bridge. 

(5) Find the ratio of each of the average lengths for the 
notes of the scale to the length of the wire for the keynote, ex- 
pressing the ratios decimally. 

(6) Express decimally the reciprocals of the scale ratios 
found in the last exercise, and compare them with the ratios 
just found. 

Record the data as follows :— 


NOTES. 


Lengths of wire, Ist trial 
2nd trial 
8rd trial 

ete. 


Average of lengths 


Ratio of average lengths 
to length of keynote 


Reciprocals of scale ratios 


Error in each case 


Percentage of error 
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EXERCISE LIV 
VIBRATION OF STRINGS: LAW OF DIAMETER 


Apparatus. — A sonometer fitted with two strings of piano 
wire of different diameters. These wires (C and D, Fig. 49) 
at one end are fastened to a Ritchie tension balance AFB 
(see Fig. 48). The fulcrum F’ being at the center, the two 
wires are under equal tension. A mi- 
crometer screw. Three bridges. 

Operations. — (1) Measure the diame- 
ters of the wires, or obtain them from 
Table XIII., p. 181, if their numbers 
are known. 

(2) Take some measured length of 
the smaller wire, as 100 cm. (designated by A), and find 
a length a of the larger wire that will give a note of the 
same pitch as A. 

(3) Repeat the same operation with A equaling succes- 
sively 90, 80, 70, 60, and 50 cm. 

(4) Find the ratio in each case of a to A. 

Record the data as follows : — 


Fig. 49. 


100 em. 90 cm. 80 cm. 70 cm. 60 em. 50 cm. 


% 4 K % % 


Average value of i= 


1 
(6 Recta ee pe Walnowt SS eke 
D 
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Explanations. — 


Let A= length of the smaller wire. 

Let a= length of the larger wire having the same pitch 
as length A of the smaller wire. 

Let V = vibration rate of smaller wire of a length A. 

Let v' = vibration rate of larger wire of a length a. 

Let v = vibration rate of larger wire of a length A. 

Let d = diameter of the smaller wire. 

Let D = diameter of the larger wire. 


By the preceding exercise, are Since V and v! are 
v 
made to give the same pitch, Y= v', and hence can be 


substituted for it in the above equation, which becomes 
vo 4 


VA 
Hence 4 expresses the ratio of the vibration rates of the 


two wires of equal length and tension. Compare it with s . 


Nore. —Since the volumes of the two wires, the lengths being 
equal, are to each other as the squares of their diameters, their 


weights must be also. Hence, f= \% w and W being the respec- 


tive weights of equal lengths of the two wires. What is the relation 
between the vibration rates of the two wires and their weights ? 


EXERCISE LV 
VIBRATION OF STRINGS: LAW OF TENSION 


Apparatus. — A sonometer fitted with a Ritchie tension 
balance and two strings of piano wire of the same diameter. 
Three bridges. A verniered caliper (Fig. 7, p. 28), or dividers 
and diagonal scale. 
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Operations.—(1) Measure with great accuracy the distances 
(Fig. 49) from B and A to the notch to be used, as B4 and 
A4, taking the average of five measurements. Make a separate 
table for these measurements. 

(2) Attach the balance and wires to the sonometer, placing 
the fulerum F at the proper notch. Place two bridges under 
both wires at some measured distance apart. 

(8) With a third bridge find a shorter length of the wire 
with the least tension that will give the same pitch as the other 
wire. 

(4) Repeat the last operation, taking several different 
lengths for A. 

Explanations.— 

Let E = longer arm of the balance (see Fig. 49). 

Let H = shorter arm of the balance. 

Let ¢=tension on the wire at B, the lesser tension. 

Let 7’ = tension on the wire at A, the greater tension. 

Let v= vibration rate of wire attached at B. 

Let V = vibration rate of wire attached at A. 

Let A — length of wire at A. 

Let a—length of wire at B, having the same pitch as 

length A of wire attached at A. 
te pe eee DLV 
By Exercise XI, TE y Exercise a5 7 
Record the data as follows :— 


75cm. 
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EXERCISE LVI 
VIBRATION RATE OF A TUNING-FORE 


Apparatus. — A tuning-fork making from 100 to 250 vibra- 
tions per second. A pendulum of a known rate of vibration, 
and arranged to make and break an electric circuit at every 
swing by a mercury contact. A relay. An induction coil. 
Two batteries. An apparatus, shown in Fig. 50, in which 


A is a metallic drum, about 12 em. in diameter and 15 em. 
long, supported on a shaft that has a crank at one end. A 
thread is cut on one end of this shaft, so that when the 
drum is revolved it moves longitudinally. A small flexible 
point c is cemented to the end of one of the prongs of the 
fork HF, a piece of an old hair-spring from a watch being 
used for it. A bass-viol bow. A candle or an ordinary 
gas-jet. 

Operations. — (1) Gum one end of a strip of paper long 
enough to reach around the drum, and as wide as the drum 
is long, and fasten it tightly around the drum. 

(2) Smoke the paper evenly and thinly by holding a 
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candle flame, or a gas-jet from a fish-tail burner, against it, 
and revolving the drum rapidly. 

(3) Fix the fork in position so that the point ¢ just 
touches the paper. The screw B affords a fine adjustment 
for this purpose. This adjustment should be made with 
great care. 

(4) Connect one terminal of the secondary of the induc- 
tion coil with the fork, and the other with the drum. Con- 
nect the primary of the coil with the battery and with the 
contact maker of the relay, and the relay coil with the 
other battery and the pendulum. The induction coil and 
the battery used with it must be large enough to produce a 
spark at c to penetrate the paper at each swing of the 
pendulum. Turn the screw up against the vibrator of the 
induction coil so that it cannot vibrate. 

(5) Set the fork in vibration by the bow, and turn 
the drum with a steady motion in the direction shown by 
the arrow. Turn the drum so that there will be at least 
two sparks at every revolution. 

(6) Remove the paper from the drum by cutting it across 
near the lap, being careful that the smoked surface does not 
touch anything. Pass the paper through shellac varnish, 
and when it is dry count the number of vibrations from one 
hole in the paper to the next but one; that is, the number 
made during one complete vibration of the pendulum. It 
is almost impossible to adjust the pendulum so that the 
times taken for the swing of the pendulum on each side 
of the mercury contact will be equal to each other; hence 
the necessity for counting the vibrations for two half- 
periods. It will assist the counting to mark every tenth 
vibration. 

Dividing the number of vibrations counted by the time 
of one complete vibration of the pendulum will give the 
_ number of vibrations of the fork per second. 
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Several trials can be made on one paper. Record the 
results of two or three trials, and take the average of 
the several results. Fasten the paper in your note-book. 


EXERCISE LVII 


VELOCITY OF SOUND 


References. —G. & S., pp. 226-229. . 

Apparatus. — A tuning-fork of a known rate of vibration 
— 200 to 300 vibrations per second. A thermometer. Two 
of the glass cylinders used in Exercise XVII. 

Operations. — (1) Set the fork in vibration, and hold it over 
and very near the mouth of the cylinder. With the fork in 
this position pour water slowly into the cylinder until the 
air column strongly reinforces the sound of the fork. 

(2) The length of the air column reinforcing the fork having 
been found approximately by the use of a single cylinder, a 
more exact determination can be made by using two cylinders 
side by side. Fill the second eylinder until its air column is 
about 4 cm. longer or shorter than the first. Then hold the 
vibrating fork first over one, then over the other, determining 
which one reinforces the fork best, being careful to have the 
ear equally distant from both cylinders. By comparing two 
air columns in this way, one being a trifle longer than the 
other, it is easy to tell whether the air column should be 
shortened or lengthened to improve the reinforcement. 

(3) Change the depth of water in that cylinder that rein- 
forces the fork the least, making it about + cm. longer or 
shorter than the other, according to the indications given 
above. Proceed in this way, changing first one air column 
and then the other, until that length is found that best rein- 
forces the fork. Find the average of several determinations. 
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(4) Measure the internal diameter of the cylinder. 

(5) Take the temperature of the air in the cylinder. 

Record the data in a suitable table. 

Calculations. — Add two-fifths of the diameter of the cyl- 
inder to the length of the air column found; this will be 
one-fourth of the wave length produced by the fork. Mul- 
tiplying the whole wave length by the vibration rate of the 
fork will give the velocity of sound for the temperature 
taken. 

Compare the velocity thus obtained with that stated in 
the text-book, i.e. 332 m. per second at 0° C. Correct this 
for temperature by adding to it 0.6 m. for each degree C. 
above zero, before making the comparison. 

Find the percentage of error. 


Nore. — Assuming the velocity of sound to be known, then the 
vibration rate of the fork can be determined by the above method. 


EXERCISE LVIII 
VELOCITY OF SOUND IN BRASS: KUNDT’S METHOD 


References. — Gt., p. 256; Tyndall’s Sound, pp. 193- 
196, 230-237. 

Apparatus.— A #lass tube (Fig. 51) about 1 m. long and 
3 cm. in diameter, closed at one end with a cork, or, better, 


(SE LT i Fig. 5I. 


with a tightly fitting piston that can be moved into or with- 

drawn from the tube by a rod. A brass rod #, about 60 cm. 

long and 0.6 cm. in diameter, having a thin cork disk fastened 
I 
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to one end. The diameter of this disk should be slightly 
less than the internal diameter of the tube. Some fine dry 
cork dust made by rubbing a cork upon sandpaper. A clamp 
D for holding the brass rod, made of two strips of wood about 
15 cm. long, 2.5 cm. wide, and 1.5 cm. thick, each stick F 
having a shallow groove across one side for the rod to lie 
in. An iron clamp. A piece of damp cotton cloth, or a 
dry one with powdered rosin upon it. 

Operations. — (1) Clamp the brass rod at its center by 
placing it between the strips of wood and fastening this 
wood clamp firmly to the table by the iron clamp. The 
rod should be parallel to the top of the table, and raised 
just enough above it to allow the cork disk at its end to 
pass into the large glass tube without touching the sides of 
the tube, the latter resting on the table. 

(2) Distribute evenly along the inside of the tube a small 
amount of cork dust and then place it so that the brass rod 
shall extend into it about 25 cm., the disk not touching the 
sides of the tube. 

(3) Stroke the rod from the center, towards its free end, 
with the cloth. It will give a high, clear note; and when 
the air column between the disk and the closed end of the 
tube is of the proper length, it will set the cork dust into 
violent agitation. 

(4) Vary the length of the air column either by changing 
the position of the cork disk or the piston in the other end 
of the tube, until the agitation of the dust is greatest. It 
will gather into groups of parallel ridges with unoccupied 
spaces between the groups. When’ the air column is prop- 
erly adjusted in length, there will be an exact whole number 
of these groups, all of equal length. If the adjustment is 
not exact, the two end groups may not be perfect. 

(5) Measure the length of the air column from the disk 
to the cork and count the number of groups. The length 
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measured, divided by the number of groups measured, will 
give the length of one group. If the end groups are imper- 
fect, do not measure or count them. 

(6) Measure the length of the brass rod. 

(7) To find the velocity of sound in glass, substitute a 
thick-walled glass tube about 1 m. long and 1 cm. in diameter 
for the brass rod, and repeat the above operations. The 
velocity of sound in wood, iron, or other substances can be 
found by the same method. 

The average of several determinations should be taken. 

Explanation. — When the rod is set in vibration, the same 
rate of vibration is communicated to the air of the tube, and 
the sound is reinforced by the air column. There are as 
many vibrating air columns as there are groups of cork-dust 
ridges. The points midway between the different groups 
are places of no vibration, or nodes. As in the previous 
exercise the distance from the water, or place of no vibra- 
tion, to the mouth of the tube, or place of greatest vibration, 
is one-fourth of a wave length; so in this, the distance from 
a node to the middle of a group is one-fourth of a wave 
length, or the distance from one node to the next is one- 
half of a wave length in air. Likewise the distance from 
the center of the brass rod to its end is one-fourth of a wave 
length in brass, or the whole rod is one-half a wave length 
long. Hence the wave length in brass for a given rate of 
vibration will be as many times as long as a wave length 
in air for the same rate of vibration as the length of one 
group is contained in the length of the rod. This ratio of 
wave lengths will also be the ratio of velocity of sound in 
brass to that in’ air. Caleulate the velocity of sound in 
air for the temperature taken, as in the last exercise, and 
then from the data of this exercise calculate the velocity of 
sound in brass. 


CHAPTER VII 


LIGHT 


EXERCISE LIX 


PHOTOMETRY: RELATION OF INTENSITY OF LIGHT AND 
OF CANDLE POWER TO DISTANCE 


Apparatus,—A Bunsen photometer, which consists essentially of a 
disk of unsized paper with a grease spot at its center. Two mirrors are 
usually placed, one on each side of the disk, so that both sides of it can 
be seen simultaneously. Two blocks, each capable of holding four 
candles. Some candles of the size called ‘‘sixes.”’ An optical bench, 
consisting of two meter-sticks fastened end to end on a board; or the 
exercise mayebe conducted by placing the photometer and candles on a 
long table. The photometer support and candle blocks should be notched 
so as to slide along the meter-sticks. A darkened room. 

Operations.—(1) Place the candles upon the bench with the photo- 
meter between them, having an unequal number of lighted candles on 
the two sides, as 3 and 2, or 4 and 3. 

(2) Place the two sets of candles some exact distance apart, say 
150cm., recording the distance under S in the table. 

(3) By moving the photometer to and fro, find such a position for it 
that its disk is illuminated equally on both sides. This will be the case 
when the center of the disk has the same, or nearly the same, appear- 
ance as the whole disk ; or when its two sides appear alike in the two 
mirrors. 

(4) When the correct position for the photometer is found, record the 
distances from the disk to the candle flames on each side. 

Record the measurements for ten different trials, having the larger 
number of candles on the right during half of the trials and on the left 
for the remaining trials. 

132 
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teecord the data as follows :— 


Trials 


Average of d squared 


Average of D squared 


1 
2 
3 
4 
5 
6 
7 
8 


© 


10 


Average, 


Let S = distance between two sets of candles. 

Let » = smaller number of candles. 

Let NV = larger number of candles. 

Let d = distance from n candles to photometer. 

Let D = distance from N candles to photometer. 

Let 7 = intensity of one of the N candles at distance D. 
Let J = intensity of one of the n candles at distance d. 
Let @ = intensity of n, or NV, candles on the photometer. 


It is obvious that one candle would give only one Nth as much light 
as NV candles, and one nth as much as n candles, hence 


i 1 } 
C= we and [= —@. What, therefore, is the value of the ratio * 
n 


Can you, with this ratio and another in the table, make a proportion? 
If so, what kind of a proportion, direct or inverse? Why? What, 
therefore, is the law for intensity of light? 

Again, since n and N stand for the number of candles, they represent 
‘candle-power. Can you, with the ratio n:N, and another in the table, 
form a proportion? If so, is it direct or inverse? Why? 

What, therefore, is the law for candle-power? 
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EXERCISE LX 
TO MEASURE THE CANDLE-POWER OF A LAMP 


Apparatus. — Same as for the last exercise. 

Operations. — (1) Substitute the lamp whose candle-power 
is to be measured for the four candles, placing the flat side 
of the flame toward the photometer; and proceed as in the 
last exercise. . 

Calculations. — In the proportion finally obtained in the 
last exercise, find the value of N, using the data just ob- 
tained. This will be the candle-power of the lamp. Why ? 

In like manner find the candle-power of the lamp when 
the edge of the flame is toward the photometer. 


EXERCISE LXI 
LAW OF REFLECTION OF LIGHT 


Apparatus. — A piece of thin looking-glass about 5 x 8 
em. fastened to the side of a square block. A large sheet 
of paper. A protractor. Some pins. 

Operations. — (1) Fasten a sheet of paper upon the table, 
or upon a drawing-board, and draw a line MN (Fig. 52), 
near one edge of it. Place the block B so that the mir- 
ror attached to it shall be perpendicular to the paper, and 
the edge of its silvered surface shall lie exactly on the 
line MN. 

(2) Placing the eye on a level with the paper, set a pin, 
1, about 20 em. from the mirror and a little to one side, so 
that its image can be seen in the mirror. 

(3) Set a pin, 2, in the paper between the eye and 


rad 
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the image of the first pin, and then another pin, 3, in the 
same line, so that the second and third pins and the image 
of the first pin shall be exactly in 
a straight line. In setting the pins, 
incline them slightly and sight along 
the surface of the paper, not near the 
heads of the pins. 5 

(4) Remove the mirror and draw 
a line through the second and third 
pins to the line MN, and a line 
through the first pin to this inter- 
section. Erect a perpendicular to 
MN at this point. 

(5) The angle between this per- 
pendicular and the line to the first 
pin is the angle of incidence, and 
the angle between it and the line 
to the second and third pins is the angle of reflection. 
Measure these angles by a protractor. 

(6) Repeat the above operations two or three times, taking 
different positions for the pins each time. 

Record the data as follows : — 


Angle of Angle of Percentage of 
Incidence. Reflection. Error. 
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EXERCISE LXII 
POSITION OF AN IMAGE IN A PLANE MIRROR 


Apparatus. — The same as in the last exercise. 

Operations. — (1) Draw the line MN across the center of 
the sheet of paper instead of fear one side, and place the 
mirror upon it, as in the last exercise. 

(2) Set the first pin as in the last exercise, marking its 
position B. Then find three lines in which its image can be 
seen, proceeding as in the last exercise, and keeping the 
first pin in the same position. 

(3) Since the image of the first pin can be seen in each of 
these lines, it must be at their intersection. Remove the 
mirror and draw the lines, extending them back of MN 
until they meet in a common point. If they do not do so, 
repeat the operations again more carefully. Mark this 
point of intersection C. 

(4) Draw a line from B to C. How does the line MN 
divide this hne? What angle do the lines MN and BO 
make with each other? What kind of an image was 
formed? Why? 

(5) Using the law of reflection, prove geometrically the 
correct position for C. 

Preserve the sheet of paper and fasten it in your note-book. 


EXERCISE LXIII 
FOCAL LENGTH OF A CONCAVE MIRROR 


References. — G. & S., p).338. 
Apparatus. — An opticalSbench. A simple microscope 
having a focal length of 2 ox.3 cm., a pocket magnifier 
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can be used. A concave mirror about 3 cm. in diameter. 
If a larger one is used, all but the central portion should 
be covered with a screen. A fine sewing needle with a tiny 
loop of white thread in its eye. 

The mirror should be attached to a block sliding on the 
optical bench so that its principal axis shall be parallel to 
the meter-stick of the bench. The microscope should be 
fastened to another block so that its principal axis shall 
coincide with that of the mirror. The needle should be 
set in the block to which the microscope is attached so 
that its eye with the loop of thread shall be at the focus 
of the microscope. 

Operations. — (1) Place the blocks upon the optical bench 
so that the observer, on looking through the microscope at 
the needle, shall be looking toward the mirror. 

(2) Carefully focus the microscope on the needle and its 
loop of thread. The loop should be very near the center of 
the field of view. 

(3) Find, by moving the microscope block back and forth 
on the bench, a position for it such that, on looking through 
the microscope toward the mirror, an inverted image of the 
needle shall be seen near the needle itself. Move the block 
back and forth until the image is as distinct in outline and 
appears as large as the needle itself. 

If such a position for the block cannot be found, it is 
probably due to the fact that the mirror is not placed so as 
to bring the image of the needle into the field of the micro- 
scope. To remedy this, remove the microscope from its 
block and adjust the mirror so that the image of the needle 
shall appear close by the needle itself, when looking at the 
needle in the direction of the vertex of the mirror. The 
correct position for the needle can be found approximately 
by the method of parallax described in Exercise LXV., (2). 
Replace the microscope and determine the position more 
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exactly. Since both the needle and its image are at the 
focus of the microscope, they must be equally distant from 
the mirror and at its center of curvature. 

(4) Measure carefully the distance from the mirror to the 
needle. If the distance is not too great, this can be done 
by a pair of dividers. The thickness of the mirror should 
be added to this measurement. 

Take the average of several determinations. 

When the object is at the center of curvature of the 
mirror, what is the character of the image formed? How 
is the focal length of the mirror to be found from the 
measurement taken above ? 


EXERCISE LXIV 
FOCAL LENGTH OF A CONVEX LENS 


A. By Direcr SuNLIGHT 


Apparatus. — An optical bench 1 m. long. A small con- 
vex lens. A small screen of white cardboard or ground 
glass. The screen and lens should be supported on blocks 
arranged to slide along the meter-stick of the optical 
bench. 

Operations. — (1) Place the lens and screen upon the 
optical bench, having the plane of the screen normal to the 
meter-stick, and the axis of the lens parallel to it. 

(2) Place the apparatus in a beam of sunlight so that 
the rays of light shall be parallel to the meter-stick, 
and, passing through the lens, shall be received on the 
screen. 

(3) Move the screen back and forth until a position is 
found for it in which a small well-defined image of the sun 
is formed upon it. 
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(4) Measure the distance from the lens to the screen. 
Repeat the operation several times, and take the average of 
the several measurements as the focal length of the lens. 


B. By a Distant OBJECT 


Apparatus. — The same as for the preceding experiment. 

Operations. — (1) Place the apparatus in a dark corner of 
the laboratory in such a position that it shall point through 
the window toward some distant object, such as a church 
spire or a chimney. 

(2) Find a position for the screen in which a distinct 
image of the distant object is formed upon it. | 

(3) Measure the distance from the lens to the screen, 
taking the average of several trials as the focal length of 
the lens. 


EXERCISE LXV 
FOCAL LENGTH OF A CONVEX LENS 


By ParaLLax 


Apparatus. — Substitute for the screen used in the last 
experiment another of wood having a circular opening in 
it about 3 cm. in diameter, across the center of which two 
fine wires are fastened, one being horizontal and the other 
vertical. 

Operations. — (1) Support the apparatus so that as you 
sight through the screen and the lens, the image of some 
distant object can be seen. The screen should be between 
the eye and the lens and not more than 30 cm. from the 
eye during the experiment. 

(2) Move the lens along the meter-stick until the image 
it forms of the distant object coincides with the wire on the 
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screen. To find this position, move the head to and fro 
from side to side. If the image is farther from the eye 
than the wire is, it will appear, relatively to the wire, to move 
in the same direction as the eye moves. If the image is 
nearer the eye than the wire is, it will appear to move, 
relatively to the wire, in an opposite direction to that of 
the eye. In this case move the lens away from the eye; 
in the first case the lens should be moved toward the 
eye. When the wire and the image coincide, there will 
be no motion of the two with respect to each other on 
moving the eye. 

(3) Measure the distance from the lens to the wire, 
taking the average of several trials for the focal length 
of the lens. 


EXERCISE LXVI 
FOCAL LENGTH OF A CONVEX LENS 


By Usk or a TELESCOPE 


Apparatus. — A lens whose focal length is to be measured. 
A small telescope. A stand to support the telescope. An 
optical bench with two sliding blocks, one to support the 
lens and the other to carry a paper scale, or a card with 
fine print upon it. 

Operations. — (1) Focus, the telescope upon some distant 
object. It will then be focused for parallel rays. Why ? 

(2) Set the telescope at the end of the optical bench and 
support the lens close in front of its object glass so that 
you can look through the telescope and the lens, at the 
scale, or card, on the other sliding block. 

(3) Move the block carrying the paper scale, or card, 
back and forth until the scale, or the print, can be clearly 
seen through the telescope and lens. When this position is 
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found, place the scale, first, too far away from the lens, and 
bring it gradually up to the point of distinct vision; and 
then place it too near the lens, and move it gradually back 
to the point of distinct vision. Take a point midway 
between these two positions thus found for the correct 
position. Find the average of several trials. 

(4) Measure the distance from the scale to the lens. 
If it is a double convex lens, add one-half its thickness 
to the distance; if it is a plano-convex lens, measure from 
the screen to the curved surface of the lens. This will 
be the focal length of the lens. 

Since the telescope is focused for parallel rays, what is 
the direction of the rays that come from the scale_after they 
pass through the lens? How do rays diverging from the 
principal focus of a lens, and passing through the lens, 
’ emerge from the lens? Why is the distance measured 
above the focal length of the lens ? 

This method, while a most excellent one for all lenses, 
is especially adapted to the measurement of the focal 
length of weak lenses. 


EXERCISE LXVII 
FOCAL LENGTH OF A CONVEX LENS 


By Conygueate Focr 


Apparatus. — An optical bench. The lens and the two 
screens used in the three preceding exercises. A lamp. 

Operations. —(1) Place the screens upon the optical bench 
a meter or more apart, and place the lens between them. 

(2) Place the lamp immediately back of the screen with 
the opening, having the flame in line with the center of the 
opening and the center of the lens. 
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(3) Find by trial a position for the lens between the 
screens that will give a distinct image of the wires upon the 
cardboard screen. 

(4) Measure:the distance from the lens to each screen. 

(5) Repeat the operations several times, lessening the 
distance between the two screens about 10 cm. each time. 


Let F'= the focal length of the lens. 
Let a= distance from the lens to the wires. 
Let 6 = distance from the lens to the image. 


The focal length is found by the following formula : — 


tg Ab yank ab 
Se PONE eS i : 
F Tae = a+b 


Record the data as follows : — 


etc. 


Mean value for / 


EXERCISE LXVIII 
CONJUGATE FOCI 


Apparatus. —'I'wo convex lenses, one, A, large and pref- 
erably of long focal length; the other, B, about 8 em. in 
diameter. The focal length of B should be known. <A 
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movable white screen. A beam of sunlight. The room 
somewhat darkened. 

Operations. — (1) Allow the sunlight to enter the room 
through A. The rays will be converged approximately to 
a point C, and crossing there will continue on, forming 
a diverging pencil from that point. It is this diverging 
pencil of light that is to be used in this experiment; and 
C is to be regarded as the source of light, since the rays 
diverge from C as if they originated there. The lens B is 
to be placed in this pencil so that the light from C can pass 
through it. 

(2) Make the distance from B to CO successively (a) more 
than twice the focal length of B, (6) just twice the focal 
length, (c) more than the focal length, but less than twice 
the focal length, (d) just the focal length, and (e) less 
than the focal length of B. 

(3) In each case, if possible, find a position for the screen 
on the opposite side of B where the rays are converged to a 
point D, again. It is advisable to have the lens B set in 
the opening of a screen so that no light can pass by its 
edges. In the cases (d) and (e) receive the light on the 
screen, and compare the diameter of the spot of light on it 
when B is removed from the opening of its screen with that 
of the spot when B is present. 

(4) Measure the distances BC and BD, if possible, in each 
ease. If Bis double-convex, its optical center, the point from 
which the measurements are to be taken, is at the center of the 
lens; if it is plano-convex, this point is on its convex surface. 

(5) Repeat the above operations, making the distances BO 
equal to those found for BD. Are the points C and D inter- 
changeable ? 

(6) Draw diagrams on a scale one-tenth of the actual 
dimensions obtained, showing how the lens B affects the 
rays in the five cases of paragraph (2). 
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Record the data as follows : — 


FOCAL LENGTH OF B 


BC. BD. Direction of Rays. 


1% 


In last column state whether the rays are converging, 
diverging, or parallel after they pass through B. 


EXERCISE LXIX 
IMAGES FORMED BY A CONVEX LENS 


Apparatus. — A convex lens supported on a stand, its focal 
length being known. A screen. A candle or a lamp. 

Operations. — (1) Place the lens between the candle and 
the screen, having the flame and the centers of the screen 
and lens in the same horizontal line. 

(2) Make the distance from the lens to the candle succes- 
sively (a) more than twice the focal length, (b) just twice 
the focal length, (¢) more than the focal length, but less 
than twice the focal length, (d) just the focal length, and 
(e) less than the focal length of the lens. 

(3) In each ease, if possible, find a position for the screen 
where a distinct image of the flame is formed upon it. 

(4) In each case measure the distance from the lens to 
the flame and the lens to the image. Compare the image 
with the flame as to size, and state whether it is erect or 
inverted, virtual or real. 

Is there any similarity as to the relative positions of flame 
and image in this exercise and the foci in the last exercise ?. 
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EXERCISE LXX 
INDEX OF REFRACTION OF WATER 


Apparatus. — A square battery jar, one side of which is 
covered with a paper having upon it a circle graduated in 
degrees. The paper within the circle is removed and its. 
vertical and horizontal diameters are marked by lines on the 
glass, made by a glass cutter or by threads cemented across 
the circle (see Fig. 53). The graduation should begin with 


zero at the ends of the vertical diameter and end with 90 at 
the extremities of the horizontal diameter. An alcoholic 
solution of gum mastic. A piece of cardboard considerably 
larger than the top of the jar, in which there is a slit about 
2 mm. wide and 10 cm. long. A small mirror supported 
on a stand. The experiment can best be performed in a 
room somewhat darkened. 

Operations. — (1) Fill the jar with water exactly to the 
horizontal diameter and add a few drops of the gum mastic 
solution. See that the surface of the water coincides with 
the diameter along its entire length. Use the method de- 

K 
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scribed in Exercise XVIL., Fig. 20, for observing the position 
of the surface of the water. 

(2) Place the cardboard over the top of the jar with the 
slit at right angles to the graduated circle ; and, using direct 
sunlight or a beam from the port-lumiére or the lantern, 
send light through the slit by means of the mirror so that it 
will strike the water exactly at the center of the circle. 

(3) Read the angle of incidence and the angle of refraction 
by the graduated circle. If the slit extends over the side 
of the jar a little, so that a part of the ribbon of light just 
erazes the graduated circle on the outside, the angle of inci- 
dence can be read more easily. Read at the center of the 
edge of the ribbon of light. 

(4) Change the angle of incidence by a new adjustment of 
the positions of the jar, cardboard, and mirror, and repeat 
the measurements. Take measurements for several different 
incident angles. 

Let J represent the angles of incidence, and FR the angles 
of refraction. 

Record the data as follows : — 


Sin of J 
Sin of R 


Sin of 7. Sin of R. 


Etc. 


Average value found for the index 


Accepted value (Table XVI., p. 182) 


Hrroretiesec sec cone ee Percentage of error 


For an explanation of the sine of an angle, see p. 152; 
and for the values of the sines of angles, see table, p. 182. 
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EXERCISE LXXI 


ANGLE OF A PRISM 


References. —G. & S., p. 321. 

Apparatus. — A prism whose angle is to be measured. A - 
protractor. A small drawing-board. <A sheet of paper at 
least 25 cm. square. Some thumb-tacks and some pins. 


Ss Fig. 54. Si 

Operations. — (1) Fasten the sheet of paper to the drawing- 
board by the thumb-tacks. 

(2) Draw two parallel lines, HB and FD, from the middle 
of one side to the center of the sheet about 1 em. apart; 
and set the prism with the angle A to be measured between 
the lines, as shown in the figure (see Fig. 54). 
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(3) Set two pins in each of the parallel lines at positions 
1, 2, 3, and 4, pin 1 being 15 or 20 cm. from the prism and 
about 10 cm. from pin 2. 

(4) The pins 3 and 4 can be seen reflected in the side of 
the prism A/y; and 1 and 2, in the side AR. Find the 
lines of reflection DT and BS, as in Exercise LXI. 

(5) Remove the prism and extend the lines SB and TD till 
they meet at C, and measure the angle SCT by the protractor. 

(6) Repeat the operation several times, finding the average 
of the several results. 

Remarks. — The sheet of paper may be tacked to the table 
instead of to a drawing-board, but it is better to have it on 
a board that can be moved about so that the pins 1, 2,3,and _ 
4 may be turned toward the light during the operation. 
Care must be taken that the prism is not moved from its 
position on the paper during the work. A small piece of 
black cardboard placed back of the prism will assist the 
eye in sighting the images of the pins. 

Explanation.— The angle RAY is one-half of the angle 
SCT. The proof is as follows: By the law of reflection 
EBA =SBR= ABC; hence AB bisects the angle EBC, 
and AD the angle FDC. By geometry RAK = EBA + 
FDA, to prove this, extend RA till it intersects FD. Like- 
wise SOT= EBC+ FDC. But HBA is half of HBC and 
FDA half of FDO, therefore RAK = 4 SCT. 


EXERCISE LXXII 
INDEX OF REFRACTION OF GLASS 


References. —G. & 8., pp. 333, 334; K., p. 154. 
Apparatus. — A prism whose angle A has been deter- 
mined. <A protractor. A small drawing-board. A sheet 
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of paper about 25 cm. square. Some thumb-tacks and pins. 
A small piece of black cardboard. 

Operations. — (1) Fasten the sheet of paper on the draw- 
ing-board with thumb-tacks, and set a pin near one corner 
of the sheet. Call this pin No. 1 (see Fig. 55). 

(2) Place the prism near the center of the sheet, and 10 
or 15 cm. from pin No. 1, the prism having a position rela- 
tive to the pin somewhat as shown in the figure. The faces 
of the prism must be normal to the paper. 


(8) Placing the eye on a level with the board, and look- 
ing through the prism, the observer will see the pin, if the 
prism is rightly placed, in the direction OER. The pin 
will appear red on one side, and blue on the other. The 
pin should be strongly illuminated by hght coming in from 
a window back of the observer, and a piece of black card- 
board bent at right angles should be set back of the pin for 
a background. 

(4) While observing the pin in this way, place pin No. 2 
2 or 3 cm. from the prism, so that it shall appear to be 
between the eye and pin No. 1. 

(5) The angle LDR is the angle of deviation. By twist- 
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ing the prism about on a vertical axis, a position can be 
found for the prism, in which this angle will have its small- 
est value, called the angle of least deviation. Of course this 
will occur when the angle ODL is the greatest. When it is 
found, light from pin No. 1 will enter the prism at F, pass 
through in the direction FH, making equal angles with AB 
and AC, and emerge from the prism in the direction HO. 
The angle ZF'N will equal the angle MEO. 

When the correct position for the prism is found, turning * 
it in either direction will throw the image of pin No. 1 
toward the angle A of the prism. 

(6) Place pins 3 and 4 so that they shall be in line with 
1 and 2 as seen through the prism. When the pins are all 
placed, turn the prism to and fro on its vertical axis, to 
make sure that you have obtained the angle of least de- 
viation. 

(7) With a sharp pointed pencil draw an outline about 
the base of the prism; and then remove the prism, and 
placing a thin-edged ruler against the pins, draw the lines 
LD and ODR. 

(8) Using a protractor, measure the angle LDR, or D, 
which is the angle of deviation. Determine the angle D 
several times, and take the average of the results. 

Explanation. — MP and NP are normals to the refracting 
surfaces AC and AB; and hence the angle between them, 
MPS=A. But MPS=t+r, hence A=t+r. Butt=r 
when the angle of deviation is least; and hence A = 2t, or 


(1) t=4A. 


That is, the angle of refraction t equals one-half of the re- 
Sracting angle of the prism A. 

The angle D=v+u, but t+kh=uv+u+t+r. Sub- 
stituting D for v+wu and A for t+7, we have i+k= 
D+ A; and since i=k, we have 2i= D+ A, and 
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(2) i=4(D+ A). 


That is, the angle of incidence i equals one-half of the sum of 
the angle of deviation D, and the refracting angle of the prism 
A. Hence 


The index of refraction = 


sin y(D + A) 


cee ey 
sn} A 
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TANGENT AND SINE OF AN ANGLE 


These are trigonometrical terms. Let ABC be an angle. 
With Bas a center, and any convenient radius, as BA, strike 
an are cutting the two sides of the angle. From the point 
where the are cuts one side, 
as A, extend a line tangent 
to the arc, until it inter- 
sects the line BC, as at D. 
The ratio of this line AD 


to the radius BA, or a 
the tangent of the angle ABC. 
Of course this ratio will be 
the same whatever the radius 
may be. It is obvious that 
the tangent of an angle of 45° is 1, for the line AD would 
then equal AB. For angles less than 45° it is less than 
1, and for angles between 45° and 90°, it is more than 1, 
being infinity for 90°. 

If a line be drawn from the point where the are cuts one 
side, as C, perpendicular to the other side, as CEH, the ratio 


Ho is the sine of the angle ABC. 


, is 


Fig. 56. 


of this line to the radius 


We 


This ratio will obviously be the same whatever the radius 
may be, but no angle’can have a sine greater than 1. 

Tables can be found in the back part of any trigonome- 
try giving the tangents and sines of any angle. ‘(See also 
Table XVII., p. 182). These ratios are called the natural 
tangents and natural sines, to distinguish them from the 
logarithmic sines and tangents. 


. 
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Laboratory Equipment.— The necessary fixtures for a 
physical laboratory are comparatively few. Some plain, 
substantial tables, about 4 ft. wide and 6 ft. long and 32 in. 
high, should be provided. These should not be stationary, 
and should have no iron in their structure. The tops of 
the tables should project about 3 in. beyond the frames, so 
that apparatus can be fastened to them by clamps. Gas 
fixtures should be so placed that gas can be conducted to the 
tables by rubber tubing, and there should be in the room 
one or two large sinks with running water. 

One teacher ought not to be expected to have charge of 
more than sixteen pupils in the laboratory, especially if differ- 
ent exercises are being conducted at the same time. It is de- 
sirable, on many accounts, that all pupils should be engaged 
on the same exercise at the same time. This requires the 
multiplication of apparatus; but by having two pupils work 
together, as they can advantageously, the difficulty is mate- 
rially lessened. When it is not possible to furnish sufficient 
apparatus of one kind for all, it is often feasible to provide 
enough for one-half or one-third of the pupils, and thus 
limit the number of exercises at one time to two or three. 
It is better that the laboratory equipment should grow from 
year to year, than to attempt to obtain a complete one at 
the very beginning. 
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Every teacher of physics should, if possible, be provided 
with a carpenter’s bench and the more common carpenter’s 
tools. He should also have a soldering outfit, an iron vise, 
a hack-saw for sawing brass and iron, some steel drills, and 
some taps and dies for cutting screw-threads. A tap and 
die for cutting what is called an 8-32 thread, and also a 
quantity of iron and brass 8-32 machine-screws of various 
lengths, will be found especially useful. These screws can 
be obtained of the hardware dealer, and will 
fit nearly all binding-posts in the market. 
Nuts to fit these screws can also be bought. 
A quantity of brass rods of various diame- 
ters, and of sheet brass of various thick- 
nesses, is very desirable. 

If, in addition to all this, the teacher can 
havé a small power or foot lathe, he will be 
well equipped for repairing and making appa- 
ratus. Money so expended is one of the best 
investments a school board can make. 


A JOLLY BALANCE 


CC III HOO UO UT OOU OOOO OOOO UO 0D N00 


A simple and useful Jolly balance is easily 
made. Fasten a board, about 4 in. wide and 
30 in, long, to a baseboard for an upright (see 
Fig. 57). To this upright fasten a piece of 
looking-glass, about 1} in. wide and 24 in. 
long, and paste down its center a narrow strip 
of paper ruled in millimeters. (Cross-section 
paper so ruled can be obtained of 
Keuffel & Esser, New York.) A 
scale etched on the mirror, of 
course, would be better. To sup- 
port the spring, prepare a stick 


—— 


( 
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about $ in. square and 2 ft. long, and place through one.end 
of it a small brass rod bent as shown in the figure. This 
stick can be fastened to the back of the upright board, at 
any desired height, by an iron clamp, the brass rod extend- 
ing out over the mirror about 2 in. 

To make the springs, procure some spools of spring brass 
wire, Nos. 21, 22, 24, and 28. For each spring wind from 
30 to 40 convolutions of wire, in a neat close spiral, upon a 
metal rod or a tin tube, about 4 in. in diameter. To fasten 
the wire to the rod, bore a small hole through the rod near 
one end, pass the end of the wire through it, and bend 
it over. About 6 ft. of wire will be required for each 
spring. Fasten the other end of the wire in a vise, and 
keep the tension on the wire and the angle between the rod 
and the wire constant while winding. 

Solder a small piece of sheet tin to the end of the spring 
for an index, and use a tin box cover for a scale-pan. 


A SECONDS PENDULUM 


If a clock with a seconds pendulum is not to be had, a 
seconds pendulum can be made by soldering to one end of 
a brass or iron rod, about 40 in. long, a piece of very thin 
sheet brass, } in. wide and 3 in. long. Suspend this by the 
brass strip from a bracket on the wall, and place on its 
lower end a weight of 3 or 4 lb. for a bob. Arrange the 
bob with thread and nut, as in an ordinary clock, for regu- 
lation. The pendulum can be supported at its upper end 
by placing the brass strip between two small blocks of hard 
wood, and screwing these blocks together, passing one of 
the screws through the brass strip. 

About halfway up the pendulum, on a second bracket on 
the wall, a mercury contact should be placed. This can be 
made of a block of wood about 14 in. square and 3 in. thick. 
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‘Bore a i1-in. hole through the center of the block from side 
to side. Close this hole at one end with a short 8-32 
machine-screw having a washer upon it, and the other end 
with a longer screw, driven about halfway in. Bore an- 
other hole of the same size as the first in the top of the 
block just deep enough to intersect the first one. Fill this 
with mercury. The short screw will serve as an attachment 
for one of the battery wires, and the long screw will con- 
trol the elevation of the mercury, causing a globule of it to 
stand above the surface of the block. The other battery 
connection should be made to the upper end of the brass 
strip at the top of the pendulum. To make the contact 
with the mercury, a piece of thick wire about 2 in. long is 
soldered to the pendulum. just above the mercury contact, 
and bent so that its end is just above the mercury globule. 
The end of this wire should be tipped with a short piece 
of platinum wire, or with a piece of foil about 5); in. wide. 
This platinum tip should touch the center of the mercury 
globule when the pendulum is at rest. 

Such a pendulum will swing for a long time when set in 
motion; and with a sounder, electric bell, or relay in the cir- 
cuit will be useful for both class and laboratory experiments. 


A Pendulum Clamp.— The clainp shown in Fig. 17, p. 48, is 
made of two pieces of brass, each $ in. wide and 58, in. thick. 
ais 1 in. and } 2 in. long. The pin c and the screw e pass 
through 6, and are soldered in place; but the holes through 
a are large enough to allow it to move freely upon ¢ and e. 
The thread of the pendulum can be passed over the pin e, 
which may be used as a pulley when changing the length of 
the pendulum. 


Iron Cap for Boyle’s Law Apparatus. — This consists of an 


iron ferrule (Figs. 27 and 28, p. 62) about 14 in. long, its 
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inside diameter being about 3 in., or a trifle larger than the 
outside diameter of the glass tube to be cemented into it. A 
thread is cut on one end of the ferrule for about } in. The 
glass tube should project through the ferrule nearly + in. 
The cap that screws on to the ferrule is about 3 in. deep, 
and is lined at the top with a soft leather or rubber washer, 
which closes the end of the glass tube air-tight when the 
cap 1s screwed down. 


Sinker for Specific Gravity of Liquids. — Fuse a platinum 
wire into a piece of glass rod about 2 in. in diameter and 
2in. long. The advantage of such a sinker is that the spe- 
cific gravity of the liquids can be determined without taking 
them from the bottles in which they are kept, as the sinker 
can be lowered into the liquid through the mouth of the 
bottle. 


The Simple Voltaic Cell.—It is often very troublesome to 
keep the plates of the cell in the proper position. The sup- 
port shown in Fig. 35, p. 91, is easily made, and is very 
convenient. Take two brass rods, 8 in. long and ,%, in. in 
diameter, cut a thread on the end of each, and screw them 
into a board just far enough apart to allow the tumbler to sit 
between them. Bore a hole through the blocks to which the 
plates are fastened just a trifle larger than the rod, so that 
they can slide up and down the rod, but will be kept at any 
desired height by friction. It is better to bore this hole 
near one end of the block than at the center. 


A Tangent Galvanometer.— By means of a scroll-saw cut 
out of lumber } inch thick, twenty-four pieces of the shape 
shown in Fig. 58, and of such size that six of them will 
make a circle whose external diameter is about 30 or 35 cm. 
These pieces should be 3 cm. wide. Cut twelve more pieces, 
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4 cm. wide, out of lumber 53, in. thick, and of such size that 
six of them will make a circle of the same internal diame- 
ter.as the others. The grain of the wood should run length- 
wise of each piece. 

Glue the pieces together so as to form a wheel or reel, 
laying one circle upon another so as to break joints, and 
placing the wider pieces on the outside to form flanges. 
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Fig, 58. Fig, 59. 


Secure the pieces in place by round-headed brass screws. 
Use no iron about the instrument. Figure 59 shows a cross- 
section of the reel, one-half size. 

Wind upon this reel two turns of No. 14 copper magnet 
wire for the first coil, then six more turns of the same wire 
for the second coil, and for the third, fourth, and fifth coils 
respectively 25, 75, and 150 or more turns of No. 26 copper 
wire. Wind all of the coils in the same direction, and mark 
in some way the ends of each coil as it is completed, so that 
they can be distinguished when the final connections are to 
be made. It is especially desirable to know the average 
diameter of each coil accurately, and the exact number of 
turns of wire in each coil. 
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If the radius a of a coil in centimeters, the number n of 
turns of wire in the coil, and the horizontal intensity H of 
the earth’s magnetism are known, then the reduction factor 
Cin amperes can be found by the following formula: — 

ie 10 Ha 


2a 


This formula applies to 45° only. 

H in the northern part of the United States is about 0.18. 

This formula will be found useful in checking the results 
of Experiments XLIII. and XLIV. 

Particular attention must be paid to the insulation of the 
wires where they emerge from the coils, lest there be any 
short-circuiting. The first end of the first coil is to be fas- 
tened to binding-post No. 1; the last end of the first coil, 
and the first end of the second coil, is to be fastened to 
binding-post No. 2, and so on to the last. When so con- 
nected, any coil can be used alone or in series with other 
coils. They should be so connected up that when the first 
and the last binding-posts are used none of the coils will be 
{2 opposition to the rest. 

The reel is to be mounted on a circular base (see Fig. 37), 
which should be provided with leveling screws. There 
should be a hole through the center of 
the base, 3 or 4 cm. in diameter, through 
which the wires can be passed to the 
binding-posts. Secure the base and 
the compass box from a wood turner. 
The box should be about 5 cm. deep 
and 12 cm. in diameter. A piece of 
thick cardboard can be used for the 
bottom of the box (see Fig. 60). The box should have a, 
glass cover with a hole about 1 mm. in diameter through 
_ its center. 
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Fig. 60. (Half size.) 
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To support the compass box, place a bar of wood about 
1 cm. below the center of the reel. This bar can be fastened 
in place easily by a pair of small brass hinges. In the bot- 
tom of the box a circular piece of looking-glass should be 
fitted, to which should be fastened a paper circle graduated 
in degrees. (These paper protractors can be obtained of the 
Eberbach Drug and Chemical Co., Ann Arbor, Mich.) For 
a needle harden a piece of watchspring by heating it red 
hot and plunging it into cold water; magnetize it, and break 
off a piece about 1.5 cm. long. Set this edgewise in a disk 
of elder pith, and cement to this, at right angles to the 
needle, a pointer of fine wire or of glass, made by drawing 
out a piece of glass tubing. This pointer must be long 
enough to extend over the graduated circle, and great care 
must be exercised in placing it at right angles to the 
needle. Suspend this needle and pointer in the box by a 
single fiber of untwisted silk, passing the fiber up through 
the hole of the glass cover and fastening it to the glass 
by a bit of cement. The value of the instrument depends 
largely on the needle being well balanced and well cen- 
tered, and upon perfect insulation of the wires of the 
various coils and turns. Silk fiber can be best manipu- 
lated over a dark shiny surface like black oileloth, and 
by a pair of small forceps with curved points. A small 
crochet hook is also useful. 

In place of the needle described above, a small compass 
needle with an agate bearing can be used, a thumb-tack being 
cemented upside down in the bottom of the box for a pivot. 
This will need a long pointer, at right angles to the needle, 
the same as the other. 

The author has six instruments similar to the one de- 
scribed here, all of which were made by his pupils. One of 
them was made by two girls. 
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A Wheatstone Sliding Bridge. — Secure a well-seasoned board 
about 15cm. wide and 120 cm. long. Fasten to this, by screws, 
a strip of sheet copper BB (Fig. 61), 2.5 cm. wide and 94 
em. long; also two other strips AA, each 12 cm. long. These 
strips 4A must be exactly 1 m. apart. Fasten a meter-stick 
SS to the board, and solder a German silver wire, about No. 
25, to the strips AA, at thé points cc, so that it shall be 
parallel to the meter-stick, and about 0.5 em. from it. 

In order to solder the wire in place, it will be found 
convenient to stretch the wire between two nails driven 
into the ends of the board, and then to cut the wire 
off the proper length afterwards. Place binding-posts at 


Fig, 6l. 


the points marked 0, and a key k to connect one of the strips 
A to a binding-post beside it. Be sure that the electrical 
connection between the binding-posts and strips of copper 
is perfect and permanent. 

The sliding key for the bridge is shown in detail at C in 
Fig. 45, on p.111. This should be a block about 8 em. long 
and 2 cm. square. There should be a groove along its under 
side, so that it ean be moved along against the meter-stick 
without touching the wire. The contact spring should be 
held in place by a small binding-post set in the center of 
the upper side of the block. 


A D’Arsonval Galvanometer.— The one shown in Fig. 62 is 
made of half-inch black walnut. The base is 3} x 64 in, 
L 
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and the inside measurements of the case are 24 x 2 x 9 in. 
The magnet is made of steel 2 x 3 in., bent into the shape 
of a horseshoe 5 in. long and 24 in. wide, or just wide 
enough to fit into the case, thus leaving a space of 14 in. 
between the poles. 

A piece of gas pipe 1 in. in diameter and 14 in. long is 
placed between the poles, being held in position by a brass 


Fig. 62. Fig. 63. 


machine-screw through the back of the case. A block is 
placed back of it to bring its center exactly between the 
poles of the magnet. 

The coil is rectangular in form, 14 x 13 in. interior dimen- 
sions, and about 12 x 2 in. on the outside. This coil should 
be wound about a copper or brass frame. Make a wooden 
form (Fig. 63), the middle piece being 13 x 2x lin. Takea 
piece of very thin sheet copper or brass 3 in. wide and 74 in. 
long, and form it into a rectangle that will exactly fit over the 
middle piece of the form, soldering the ends together. Cut 
notches in the corners of this and turn up the sides and 
ends so that it will fit into the wooden form when the sides 


° 
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are on. Upon this wind No. 36 silk-covered wire, making 
a coil nearly 4 in. thick. (No. 40 is better, but it is very 
difficult to wind.) Great care must be taken that the insu- 
lation is not injured by the sharp edges of the copper 
rectangle. Apply a coat of shellac to the wire several 
times while winding it, and before taking it from the 
form it should be thoroughly dried in an oven. When 
it is dry, remove it from the frame and bend the ends 
and sides of the copper rectangle neatly about the coil. 


Fig. 64. Fig. 65. 


This copper frame will help to keep the coil in shape, and 
will render the instrument more “ dead beat.” 

Cut from thin sheet copper two pieces (Fig. 64), each 
about ;8, in. wide and } in. long, with a tongue } in. wide 
and %in. long. Solder the ends of the wire of the coil to 
these pieces, and bind one to the top and one to the bottom 
of the coil by coarse silk thread, insulating them from the 
coil by a piece of silk (see Fig. 65). The coil is suspended 
by pieces of No. 40 copper wire soldered to these tongues. 
The lower end of the lower wire is soldered to a }-in. brass 
rod 4 in. long, a (Fig. 66), that fits loosely in a hole in a 
larger brass rod ¢ attached to the instrument by a machine- 
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screw through the back near the bottom. The connecting 
wires run from the binding-posts up the back of the instru- 
ment, one to the rod C (Fig. 66) and one to the cylinder at 
the top of the instrument (Fig. 
62). The upper wire of the coil 
is soldered to a +in. brass rod 
3 in. long, that passes up through 
this cylinder and is held in place 
by a set-screw. 

The mirror is attached to the 
tongue at the top of the coil. 
Use a plane mirror ? in. in diam- 
eter when using the instrument with telescope and scale in 
the laboratory.. If a concave mirror 7 in. in diameter and 
about 20 in. focus is placed on the coil, the flame of a lamp, 
or even of an ordinary candle, can be projected on the wall 
of the lecture room, thus making a most excellent instru- 
ment for class experiments. (Such mirrors can be obtained 
from the International Optical Lens Co., 272 Jones Street, 
Detroit, Mich., at 50 to 75 cents each.) The sides of the 
case are provided with grooves so that a strip of glass can 
be slid down the front of the case to protect the coil from 
air currents. 


Fig. 66. 


Notre. —A pasteboard mailing tube about 1 in. in diameter and 
1 ft. long can be made to answer fairly well for a telescope, when 
zero methods are used. Place a pin through one end of the tube, and 
for an eyepiece place at the other end a cap with a hole in it about 
} in. in diameter. Ordinary telescopes costing two or three dollars 
can be made to serve every purpose. 


Exercise XXXII.: Specific Heat. — Aluminum rods 1 in. in 
diameter can be obtained through the hardware dealer. For 
the mass to be used with aluminum calorimeter, cut from 
such a rod a cylinder about 3 in. long. If a copper calo- 
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rimeter is used, cut from a copper rod 1 in. in diameter a 
cylinder about 2 in. long. 

Aluminum liquor shakers of about 500 ¢c.c. make excellent 
calorimeters and can be obtained at very reasonable prices. 


The Daniell Cell. — Make up a5 per cent solution of zinc sul- 
phate, and, when the cell is to be used, fill the porous cup with 
it, placing the cell on a circuit of a few ohms’ resistance for 
several minutes before using it. The zine should be thor- 
oughly amalgamated. When the cell is not in use, the zine 
sulphate should be turned out of the porous cup, which 
should be kept in water. Be sure that the copper sulphate 
solution is kept saturated by always having some crystals 
in the pocket on the copper plate. 


The Siren.— The number of holes in the circles of the 
disk mentioned in Exercise LII. should be in such propor- 
tion that the notes of the musical scale will be produced, 
beginning with the inner circle and going toward the cir- 
cumference of the disk. Twenty-four holes is perhaps the 
best number for the inner circle. A good disk can be made 
from a sheet of tin. 


The Tension Balance for the Sonometer. — Secure a piece of 


tool steel 1 in. thick, + in. wide, and 3 in. long. Bore a 


Fig. 67. (Full size.) 


j;-in. hole near each end (Fig. 67), and cut away the steel 
on one side so that the edge ac shall be in line with the 
sides of the holes, as shown in the figure. File very shallow 
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notches in the edge ac, as described in Exercises LIV. and 
LY. For a fulcrum for this balance grind a three-cornered 
file down to a smooth edge, and set it in the block at the 
end of the sonometer. The sonometer wires are to be looped 
through the holes in the balance and fastened at the other 
ends to piano keys. The balance should be tempered. In 
measuring the length of the balance arms, measure from 
the center of the holes to the notches. 


A Tuning-fork suitable for laboratory exercises can be 
made by a blacksmith out of steel 4 in. thick and in. wide. 
The prongs should be about 6 in. long and should be left soft 

at the ends, so that they can be filed away for adjustment. 


To bend Glass Tubing. — Hold the tube in the flat lumi- 
nous flame of an ordinary gas burner so that it will be heated 
for about 3 in. of its length, constantly turning the tube 
about in the fingers. As soon as it has softened, remove it 
from the flame and bend it quite quickly. When it is cold, 
remove the soot by a damp cloth. 


Boring Glass. — Use an awl or tool having a rounded 
wedge-shaped point, —a point much like that of a pegging 
awl, but much more blunt. Place a piece of thick sheet 
‘lead under the glass at the point where the hole is to be 
bored, and moisten the tool with a solution made of 8 parts 
by weight of camphor, 16 parts by weight of turpentine, and 
3 parts by weight of ether. 

By giving a twisting motion to the awl or tool, a hole is 
quickly and easily made through the glass. 


Soldering. — A soldering fluid is made by placing all the 
zine that will dissolve in some hydrochloric acid. Add to 
this solution a little ammonium chloride. In soldering elee- 
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trical instruments, rosin should always be used instead of 
this fluid, which will cause corrosion of the parts unless thor- 
oughly washed away. It is usually more difficult to solder 
with rosin than with the, fluid, and a hotter iron is required. 


A Useful Cement is made by mixing 1 part of gutta percha 
and 1 part of pine-pitch at 100° C., stirring it thoroughly 
together. 


Apparatus Supply. — Some of the articles for the apparatus 
and experiments of this book can be obtained at the follow- 
ing places : — 


' Cross-section paper in large sheets ruled in millimeters or 
in fractional parts of an inch: Keuffel & Esser, New York. 

Micrometer screws, steel rules, verniered calipers: E. G. 
Smith, Columbia, Pa. 

Metric diagonal scales (metal), micrometer screws for 
Exercise XXX., paper graduated circles for tangent galva- 
nometers and for Exercise LXX., general physical appara- 
tus: Eberbach Drug and Chemical Co., Ann Arbor, Mich. 

Pendulum lke that described on p. 155, iron cap for 
Boyle’s law tube, Wheatstone bridge, Jolly balance, D’Ar- 
sonval galvanometer, telescope and scale, optical bench: 
k. H. Miller, Scientific Instrument Maker, Ann Arbor, Mich. 

Mercurial barometer such as that used by the United 
States Weather Bureau, etched mirror scales: Schneider 
Bros., 265 Greene Street, New York. 

Sonometers: Clough & Warren Organ Co., Detroit, Mich. 

Small mirrors for galvanometers, and small lenses: Inter- 
national Optical Lens Co., 272 Jones Street, Detroit, Mich. 

Aluminum liquor shakers for calorimeters: Sidney Shepard 
& Co., 145 Seneca Street, Buffalo, N.Y. 

Aluminum plate and sheet, wire, tubing, bars, rods, ete. : 
Pittsburgh Reduction Co., 121 Third Avenue, Pittsburgh, Pa. 
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TABLE I 


Metric EQuivALENTS 


tems = 39,37 in. = 3.2809 ft. 

1 km. = 0.62137 mi. 

1 in. = 2.5400 cm. 

1 ft. = 30.480 cm. 

1 mi. = 1.60983 km. 

1sq.in. = 6.4515 sq. cm. 

1 sq. it. = 929.01 sq. cm. 

lsq.cm. = 0.1550 sq. in. 31 
AGU PIN EOL OOS NEC.Ce om 
ICUs tte = 216 cic, * 

1tC. Cae = 0.06102;cu. an. 

ih & = 15,.482385 er. 

1 kg. = 2.2046 lbs. avoir. 

1g. = 0.035274 oz. 


1 lb. avoir. = 453.59 g. 
1 oz. avoir. = 28.3495 g. 


1 fluid oz. = 29.571 c.c. 
1 liquid qt. = 0.9463 1. 
dry ote L101): 


TABLE II 


Usrrut NuMBERS AND ForRMULAS 


nw = 3.1416, 1? = 9.8696, re 0.31831, 1 = 0.7854, log r = 0.4971499. 
Tv 

Circumference of a circle (radius 1) =a Pe 

Area of circle (radius 7) Gg 

Surface of a sphere (radius 7) = 477? = diam. x circum. 

Volume of a sphere (radius 7) = 477%, 


Volume of right cylinder (height h, base 17”) = rrh. 
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INGEN 3 aS 
Alcohol, absolut 


Alcohol, common . 


Aluminum 
Antimony, cast 
Apple-tree wood 
Ash, dry ©. 
Ash, green 
Asphalt 

Beech, dry 
Beeswax . 
Bell-metal 
Benzine 

Birch 

Bismuth, cast 
Boxwood . 
Brass, cast 
Brass, sheet . 
Brick 


Cedar, American . 


Chalk . 
Cherry . 
Chestnut . 
Coal, anthracite 


Coal, bituminous . 


Cork 

Copper, cast . 
Copper, sheet 
Diamond . 
Ebony . 

Elm. : 
Eln, Canadian . 
Emery . 

Ether . 

Fir, spruce 
Fluor-spar 
Galena. 
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TABLE III 


DENSITIES OF SUBSTANCES IN GRAMS PER CuBIC CENTIMETER 


2.615 | 

0.806 | 

0.833 

2.670 

6.720 

0.790 

0.690 

0.760 

Se Ae HTD 
0.690 to 0.800 
0.964 

8.050 

.0.72 to 0.740 
0.690 

9,822 

1.280 

8.400 

8.440 

. 1.6 to 2.000 
0.554 

. 1.8 to 2.800 
0.710 

0.606 

. 1.26 to 1.800 
1.270 to 1.423 
0.240 

8.830 

8.878 

3.530 
els 
0.579 

0.725 

8.900 

0.736 

0.512 

3.200 

7.580 


German-silver . F 8.432 
Glass, flint 3.000 to 3.600 
Glass, crown 2.520 
Glass, plate .-. 2.760 
Glycerine . 1.260 
Gold : . 19.360 
Gypsum, crys. . 2.310 
Granite 2.650 
Graphite . 2.500 
Gun-metal inde kee O.00L 
Hydrochloric acid, aq. sol. , 1.222 
Tees acy os 0.917 
Tron, bar . 7.788 
‘Tron, cast. 7.230 
Tron, wrought . 7.780 
Tron pyrites . 5.000 
Ivory . 1.820 
Lead, cast . 11.860 
Lead, sheet . . 11.400 
Lignum vite 1.333 
Limestone 3.180 
Mahogany 0.56 to 0.852 
Maple . 0.755 
Marble. 2.720 
Mercury . . 18.596 
Naphtha . 0.848 
Nitric acid . 1.88 to 1.559 
Oak, American red 0.850 
Oak, American white 0.779 
Oak, live, seasoned 1.068 
Oil, turpentine . : 0.870 
Paraffine . 0.824 to 0.940 
Petroleum 0.836 
Phosphorus . 1.830 
Pine, white, dry 0.554 
Pine, Norway 0.689 
Pine, yellow, dry . 0.461 
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DensitIEs OF SUBSTANCES IN GRAMS PER CUBIC CENTIMETER 
*% 


Pine, pitch 0.660 | Sulphur, native 
Platinum wire . . 21.531 | Sulphuric acid . 
Porcelain, china 2.380 | Tallow . 
Quartz . 2.650 | Tin, cast . 
Saltpeter . 2.100 | Walnut 
Sand, quartz eee 2eOOWiateresea 
Silver, cast . . 10.424 to 10.511 | Wax, white . 
Slate te 2.880 | Zinc, cast 
Steel, unhammered 7.816 

TABLE IV 


2.038 
1.840 
0.940 
7.290 
0.680 
1.027 
0.970 
7.000 


THe DeEensITY AND VOLUME OF WATER AT VARIOUS TEMPERATURES 


Tempera- | Volumeof | Density or || Tempera- | Volume of | Density or 
ture C, lg.ino.c. |Massoflc.c.|| ture C, lg.ine.c, | Mass of1lc.oc. 

0 1.0001269 | 0.999873 19 1.00158 0.998422 
1 1,00007380 | 0.999927 20 1.00179 0.998213 
2 1,0000331 | 0.999966 21 1.00200 0.998004 
3 1.0000083 | 0.999999 22 1.00222 0.997784 
4 1.0000000 | 1.000000 23 1.00244 0.997566 
5 1.0000082 | 0.999999 24 1.00271 0.997297 
6 1.0000309 | 0.999969 25 1.00293 0.997078 
7 1.0000708 | 0.999929 ° 26 1.00521 0.996800 
8 1.0001216 | 0.999878 27 1.00345 0.996562 
9 1.0001879 | 0.999812 28 1.00374 0.996274 
10 1.0002684 | 0.999731 29 1.00403 0.995986 
11 1.0003598 | 0.999640 30 1.00433 0.995688 
12 1.0004724 | 0.999527 40 1.00778 0.992329 
18 1.0005862 | 0.999414 50 1.01205 0.988093 
14 1.0007146 | 0.999285 60 1.01698 0.983803 
15 1.0008751 | 0.999125 70 1.02255 0.977947 
16 1.0010215 | 0.998979 » 80 1.02885 0.971959 
17 1,0012067 | 0.998794 90 1.08566 0.965567 
18 1.001389 0.998612 100 1.04315 0.958634 


1 cu. in. of water at 16 C. weighs 0.577 ounces avoir. 
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TABLE V 
SpeciFic Gravity oF AQquEous SoutuTions aT 15° C. 


The % signifies the weight of the substance (salts are anhydrous) to 
100 parts by weight of the solution. 


%o NaCl. CuSO. Zn80,. AgNOs. H80.. Alcohol. 


5 1.035 1.050 1.052 1.043 1.0334 0.9904 
10 1.072 1.103 1.108 1.090 1.0687 0.9831 
15 1.110 1,161 1.168 1.141 1.1048 0.9769 
20 1.150 (1.225) 1.236 | 1.197 1.1430 0.9708 


25 1.191 1.307 1.257° | 1.1816 0.9644 

30 1.382 1.323 1.2230 0.9565 

35 1.396 1.264 0.9485 

40 1.479 1.307 0.9390 

45 1.572 1.352 0.9287 

50 1.677 1.399 0.9179 
TABLE VI 


ACCELERATION g DUE TO GRAvITY AND LenGTH | OF THE SECONDS 
PENDULUMS FOR DIFFERENT LATITUDES 


Tats | 0°] 102 |) 20% | 80° 402 146251602) 60281702 He e0ls 60° 


g {978.1 |978.2 |978.7 |979.3 |980.2 |980.62/981.1 |981.9 |982.6 |983.0 |983.2 


l 99.10} 99,12} 99.15} 99.23] 99.31} 99.36} 99.40) 99.49] 99.56] 99.60) 99.62 
cm. 
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REDUCTION OF BAROMETER READING TO 32°F. 
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5 2 Inches, 

as 

ra “|| GHEO) 27.5 28.0 28.5 29.0 29.5 30.0 80.5 31.0 
50 |—0.052 |—0.053 | —0.054 | —0.055 | —0.056 | —0.057 | — 0.058 |—0.059 | — 0.060 
51 0.055| 0.056} 0.057] 0.058] 0.059; 0.060} 0.061} 0.062} 0.063 
52 0.057} 0.058} 0.059} 0.060} 0.061} 0.062} 0.064) 0.065} 0.066 
53 0.060} 0.061} 0.062} 0.063} 0.064] 0.065} 0.066] 0.067] 0.068 
54 0.062} 0.063} 0.064} 0.065) 0.067] 0.068] 0.069] 0.070] 0.071 
55 0.064} 0.065} 0.066} 0.068) 0.069] 0.070) 0.071] 0.073] 0,074 
56 0.067} 0.068} 0.069} 0.070} 0.072} 0.073] 0.074! 0.075] 0.077 
57 0.069} 0.070) 0.072) 0.073) 0.075} 0.076] 0.077} 0.078] 0.080 
58 0.071} 0.073} 0.074) 0.076] 0.077} 0.078] 0.080] 0.081] 0.082 
59 0.074! 0.075} 0.077} 0.078} 0.080} 0.081] 0.083) 0.084] 0.085 
60 0.077| 0.078) 0.079] 0.081] 0.082} 0.084} 0.085} 0.086} 0.088 
61 0.079} 0.080} 0.082} 0.083! 0.085] 0.086} 0.088] 0.089] 0.091 
62 0.082} 0.083} 0.085} 0.086] 0.088} 0.089} 0.091} 0.092} 0.094 
63 0.084} 0.085| 0.087} 0.088) 0.090} 0.091} 0.093} 0.095] 0.096 
64 0.086} 0.088} 0.090} 0.091) 0.093} 0.094} 0.096}. 0.097] 0.099 
65 0.089} 0.090} 0.092} 0.093) 0.095} 0.097} 0.099}. 0.100] 0.102 
66 0.091} 0.093] 0.095] 0.096} 0.098} 0.099) 0.101] 0.103} 0.105 
67 0.094] 0.095} 0.097} 0.099) 0.101} 0.102} 0.104] 0.106] 0.108 
68 0.096} 0.098] 0.100} 0.101} 0.103} 0.105} 0107} 0.108} 0.110 
69 0.099} 0.100} 0.102} 0.104) 0.106} 0.107} 0.110} 0.111} 0.113 
70 0.101] 0.103} 0.105} 0.106) 0.109} 0.110} 0.112} 0.114} 0.116 
71 0.103} 0.105) 0.107} 0.109) 0.111} 0.113} 0.115} 0.116} 0.119 
72 0.106} 0.108) 0.110} 0.112) 0.114] 0.116; 0.118} 0.120} 0.122 
73 0.108} 0.110) 0.112} 0.114) 0.116} 0.118} 0.120} 0.122} 0.124 
74 0.194) 0:413)) 0.115) O17) O19) 0.121) 0.123) 0.125) 0.127 
75 0.113] 0.115] 0.117} 0.119] 0.122} 0.124) 0.126) 0.128] 0.180 
76 0.116] 0.118] 0.120} 0.122) 0.124] 0.126] 0.128] 0.1380] 0.133 
V7 0.118} 0.120} 0.122} 0.124) 0.127) 0.129) 0.131} 0.1838) 0.136 
78 0.120) 0.122] 0.125} 0.127) -0.129} 0.1381; 0.134) 0.186) 0.188 
79 0.123} 0.125} 0.127} 0.129) 0.1382} 0.134] 0.1387} 0.189} 0.141 
80 0.125] 0.127] - 0.180} 0.1382} 0.1385) 0.187] 0.189] 0.141] 0.144 
81 0.128} 0.1380} 0.1382} 0.134] 0.187] 0.189} 0.142] 0.144] 0.147 
82 0.180] 0.1382} 0.1385} 0.137) 0.140) 0.142] 0.145] 0.147] 0.149 
83 0.133] 0.135} 0.188; 0.140} 0.142) 0.145) 0.147] 0.149] 0.152 
84 0.135} 0.138} 0.140) 0.142) 0.145) 0.147] 0.150] 0.152} 0.155 
85 0.137} 0.1389} 0.143) 0.145) 0.148) 0.150] 0.153] 0.155] 0.158 
86 0.140} 0.143) 0.145] 0.148] 0.150] 0.153} 0.155] 0.158} 0.161 
87 0.142} 0.144) 0.148) 0.150) 0.153] 0.155] 0.158] 0.161] 0.163 
88 0.145} 0.147) 0.150} 0.152) 0.155} 0.158} 0.161) 0.163) 0.166 
89 0.147] 0.150} 0.153} 0.155} 0.158} 0.161} 0.164] 0.166} 0.169 
90 0.150} 0.153) 0.155] 0.157] 0.161] 0.164] 0.166] 0.169] 0.172 
91 0.152} 0.155!) 0.158! 0.160) 0.163] 0.166] 0.169] 0.172) 0.175 
92 0.154] 0.157!) 0.160) 0.163} 0.166} 0.169} 0.172} 0.175} 0.177 
93 0.157] 0.160} 0.163} 0.166} 0.168} 0.171} 0.174} 0.177} 0.180 
94 0.159} 0.162} 0.165) 0.168) 0.171} 0.174) 0.177) 0.180) 0.183 
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TABLE 


VIII 


ToR REDUCING OBSERVATIONS OF THE BAROMETER TO SEA-LEVEL, 
CorRECTION ADDITIVE 


a sf Temperature of External Air —Degrees Fahrenheit, 

oe | 

re 3 LO Oca LOS ti 202s CO° eA 0Cn eb OS GOSs A TOcmieeO cmimoOs 
10 0.013 | 0.012 | 0.012 | 0.012 | 0.012 | 0.011 | 0.011 | 0.011 | 0.011 | 0.010 | 0.010 
20 0.025 | 0.025 | 0.024 | 0.023 | 0.023 | 0.023 | 0.022 | 0.022 | 0.021 | 0.021 | 0.020 
30 0.038 | 0.037 | 0.036 | 0.035 | 0.034 | 0.034 | 0.033 | 0.032 | 0.032 | 0.031 | 0.030 
40 —|.0.050 | 0.049 | 0.048 | 0.047 | 0.046 | 0.045 | 0.044 | 0.043 | 0.042 | 0.041 | 0.040 
50 —_| 0.063 | 0.061 | 0.060 | 0.059 | 0.058 | 0.056 | 0.055 | 0.054 | 0.053 | 0.052 | 0.051 
60 0.076 | 0.074 | 0.072 | 0.070 | 0.069 | 0.068 | 0.066 | 0.065 | 0.063 | 0.062 | 0.061 
70 0.088 | 0.086 | 0.084 | 0.082 | 0.081 | 0.078 | 0.077 | 0.076 | 0.074 | 0.072 | 0.071 
80 0.101 | 0,098 | 0.096 | 0.094 | 0.092 | 0.090 | 0.088 | 0.086 | 0.084 | 0.082 | 0.081 
90 | 0.118 | 0.111 | 0.108 | 0.105 | 0.104 | 0.101 | 0.099 | 0.097 | 0.095 | 0.093 | 0.091 
100 0.126 | 0.123 | 0.120 | 0.117 | 0.115 | 0.112 | 0.110 | 0.108 | 0.105 | 0.103 | 0.101 
110 0.139 | 0.135 | 0.132 | 0.129 | 0.126 | 0.123 | 0.121 | 0.119 | 0.116 | 0.113 | 0.111 
120 0.151 | 0.148 | 0.144 | 0.140 } 0.138 | 0.134 | 0.132 | 0.129 | 0,126 | 0.124 | 0.121 
130 0.164. | 0.160 | 0.156 | 0.152 | 0.149 | 0.146 | 0.143 | 0.140 | 0.187 | 0.134 | 0.1381 
140 | 0.176 | 0.172 | 0.168 | 0.164 | 0.161 | 0.157 | 0.154 | 0.151 | 0.147 | 0.144 | 0.141 
150 0.189 | 0.185 | 0.180 | 0.176 | 0.172 | 0.168 | 0.165 | 0.162 | 0.158 | 0.155 | 0.152 
160 0.201 | 0.197 | 0.192 | 0.187 | 0.183 | 0.179 | 0.176 | 0.172 | 0.168 | 0.165 | 0.162 
170 0.214 | 0,209 | 0.204 | 0.199 | 0.195 | 0.190 | 0.187 | 0.183 | 0.179 | 0.175 | 0.172 
180 0.227 | 0.222 | 0.216 | 0.211 | 0.206 | 0.202 | 0.198 | 0.194 | 0.189 | 0.185 | 0.182 
190 0.239 | 0.234. | 0.228 | 0.222 | 0.218 | 0.213 | 0.209 | 0.204. | 0.200 | 0.196 | 0.192 
200 0.252 | 0.246 | 0.240 | 0.234 | 0.229 | 0.224 | 0.220 | 0.215 | 0.210 | 0.206 | 0.202 
210 0.264 | 0.258 | 0.252 | 0.246 | 0.240 | 0.235 | 0.231 | 0.226 | 0.221 | 0.216 | 0.212 
220 0.277 | 0.270 | 0.264 | 0.257 | 0.252 | 0.246 | 0.242 | 0.236 | 0.281 | 0.227 | 0.222 
230 0,289 | 0.283 | 0.276 | 0.269 | 0.268 | 0.257 | 0.253 | 0.247 | 0.242 | 0.237 | 0.232 
240 0.302 | 0.295 | 0.288 | 0.281 | 0.275 | 0.269 | 0.264 | 0.258 | 0.252 | 0.248 | 0.242 
250 0.314 | 0.307 | 0.300 | 0.293 | 0.286 | 0.280 | 0.275 | 0.269 | 0.263 | 0.258 | 0.253 
260 0.327 | 0.319 | 0.311 | 0.304 | 0.297 | 0.291 | 0.285 | 0.279 | 0.273 | 0.268 | 0.263 
270 0.339 | 0.331 | 0.323 | 0.316 | 0.309 | 0.302 | 0.296 | 0.290 | 0.284 | 0.278 | 0.273 
280, 0.352 | 0.844 | 0.335 | 0.828 | 0.820 | 0.314 | 0.807 | 0.301 | 0.294 | 0.288 | 0.283 
290 0.364 | 0.356 | 0.347 | 0.389 | 0,382 | 0,325 | 0.318 | 0.311 | 0.305 | 0.299 | 0.293 
300 0.877 | 0.368 | 0.359 | 0.351 | 0.343 | 0.336 | 0.3829 | 0.822 | 0.315 | 0.309 | 0.303 
310 0.389 | 0.380 | 0.371 | 0.363 | 0.354 | 0.347 | 0.340 | 0.338 | 0.326 | 0.319 | 0.313 
320 0.402 | 0.392 | 0.883 | 0.374 | 0.366 | 0.358 | 0.351 | 0.343 | 0.336 | 0.329 | 0.323 
330 0.414 | 0.404. | 0.395 | 0.386 | 0.377 | 0.369 | 0.362 | 0.354 | 0.347 | 0.340 | 0.333 
340 0.427 | 0.416 | 0.407 | 0.397 | 0.389 | 0.380 | 0.373 | 0.365 | 0.357 | 0.350 | 0.343 
350 0.439 | 0.429 | 0,419 | 0.409 | 0.400 | 0.392 | 0.384 | 0.376 | 0.368 | 0.360 | 0.353 
360 0.451 | 0.441 | 0.430 | 0.421 | 0.411 | 0.403 | 0.394. | 0.386 | 0.378 | 0.370 | 0.363 
370 0.464 | 0.453 | 0.442 | 0.432 | 0.423 | 0.414 | 0.405 | 0.397 | 0.389 | 0.380 | 0.373 
380 0.476 | 0.465 | 0.454 | 0.444 | 0.434 | 0.425,| 0.416 | 0.408 | 0.399 | 0.391 | 0.883 
390 0.489 | 0.477 | 0.466 | 0.455 | 0.446 | 0.436 | 0.427 | 0.418 | 0.410 | 0.401 | 0.3893 
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For REDUCING OBSERVATIONS OF THE BAROMETER TO SEA-LEVEL, 
Correction ADDITIVE 


Temperature of External Air — Degrees Fahrenheit. 


A od 

454m 

‘me £ 

a |-10°} 0° 
400 | 0.501} 0.489 
410 | 0.513] 0.501 
420 | 0.526 | 0.513 
430  |0.538 | 0.525 
440 — |0.551 | 0.537 
450 | 0.563) 0.550 
460 | 0.575| 0.562 
470 | 0.588) 0.574 
480 {0.600 | 0.586 
490 | 0.613 | 0.598 
500 | 0.625 | 0.610 
510 | 0.637 | 0.622 
520 | 0.650] 0.634 
530 | 0.662} 0.646 
540 | 0.675] 0.658 
550 | 0.687 | 0.670 
560 | 0.699 | 0.683 
570 | 0.712 0.695 
580 | 0.724| 0.707 
590 | 0.737) 0.719 
600 | 0.749| 0.731 
610 | 0.761] 0.743 
620 | 0.774| 0.755 
630 | 0.786 | 0.767 
640 | 0.798 | 0.779 
650 | 0.811) 0.791 
660 | 0.823 | 0.803 
670 | 0.835 | 0.815 
680 | 0.847 | 0.827 
690 | 0.860} 0.839 
700 | 0,872 0.851 
710 | 0.884] 0.863 
720 | 0,896 | 0.875 
730 | 0.909 | 0.887 
740 | 0.921 | 0.899 
750 | 0.933) 0.911 
760 | 0,945 | 0.922 
770 | 0.957 | 0.934 
780 | 0.970] 0.946 
790 | 0.982| 0.958 


10° 


20° | 30° 


0.467 | 0.457 
0.479 | 0.468 


2 | 0.490 | 0.480 


0.502 | 0.491 
0.518 | 0.502 


0.525 | 0.513 
0.537 | 0.525 
0.548 | 0.536 
0.560 | 0.547 
0.571 | 0.559 


0,583 | 0.570 
0.594. | 0.581 
0.606 | 0.593 
0.617 | 0.604 
0.629 | 0.615 


0.640 | 0.626 
0.652 | 0.638 
0.663 | 0.649 
0,675 | 0.660 
0.686 | 0.672 


0.698 | 0.683 
0.709 | 0.694 
0.721 | 0.705 
0,732 | 0.717 
0.744 | 0.728 


0.755 | 0.739 
0.767 | 0.750 
0.778 | 0.761 
0.790 | 0.773 
0.801 | 0.784 


0.813 | 0.795. 
0.824 | 0,806 
0.836 | 0.817 
0.847 | 0.829 
0.859 | 0.840 


0.870 | 0.851 
0.851 | 0.862 
0.893 | 0.873 


5 | 0.904 | 0.885 


0.916 | 0.896 


40° 


0.447 
0.458 
0.469 
0.480 
0.491 


0.503 
0.514 
0.525 
0.536 
0.547 


0,558 
0.569 
0.580. 
0.591 
0.602 


0.613 
0.624 
0.635 
0.646 
0,657 


0.668 
0.679 
0.690 
0.701 
0.712 


0.723 
0.734 
0.745 
0.756 
0.767 


0.778 
0.789 
0.800 
0.811 
0.822 
0.833 
0.843 
0.854 
0.865 
0.876 


50° 


60° 


TAOS 


80° 


90° 


0,438 
0.449 
0.460 
0.470 
0.481 


0.492 
0.503 
0.514 
0.524 
0,535 


0.546 
0,557 
0.568 
0.578 
0.589 


0.600 
0.611 
0.622 
0,632 
0.643 
0.654 
0.665 
0.675 
0.686 
0.697 


0.708 
0.718 
0.729 
0.740 
0.750 


0.761 
0.772 
0.782 
0.793 
0.804 


0.815 
0.825 
0.836 
0.847 
0.857 


0.429 
0.440 
0.450 
0.461 
0.471 


0.482 
0,493 
0.503 
0.514 
0.524 


0.535 
0,545 
0.556 
0.566 
0.577 


0.587 
0.598 
0.608 
0.619 
0.629 


0.640 
0.650 
0.661 
0.671 
0.682 


0.692 
0,703 
0.713 
0.724 
0.734 
0.745 
0.755 
0.766 
0.776 
0.787 


0.797 
0.808 
0.818 
0,829 
0.839 


0.420 
0.430 
0.441 
0.451 
0.462 


0.472 
0.482 
0.493 
0.503 
0.514 


0.524 
0,534. 
0.545 
0.555 
0.565 


0.575 
0.586 
0.596 
0.606 
0.617 
0.627 
0.637 
0.648 
0.658 
0,665 
0.679 
0.689 
0.699 
0.709 
0.720 
0.730 
0.740 
0.751 
0.761 
0.771 
0.782 
0.792 
0,802 
0.812 
0,823 


0.411 
0.421 
0.431 
0.442 
0.452 


0.462 
0.472 
0.482 
0.493 
0.503 


0.513 
0.523 
0.533 
0.544 
0.554 
0.564 
0.574 
0.584 
0.595 
0.605 


0.615 
0.625 
0.635 
0.645 
0.655 


0.666 
0.676 
0.686 
0.696 
0.706 


0.716 
0.726 
0.736 
0.746 
0.756 


0.767 
0.777 
0.787 
0.797 
0.807 


0.403 
0.413 
0.423 
0.433 
0.443 


0.453 
0.463 
0.473 
0.483 
0.493 


0.503 
0.513 
0.523 
0.533 
0.543 


0.553 
0.563 
0.573 
0.583 
0.593 


0.603 
0.613 
0,623 
0,633 
0.643 
0.653 
0.662 
0.672 
0.682 
0.692 


0.702 
0.712 
0.722 
0.732 
0.742 


0.752 
0.761 
0.771 
0.781 
0.791 
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TABLE VIII. — Continued 


For Repucinc OBSERVATIONS OF THE BAROMETER TO SEA-LEVEL, 
CorRECTION ADDITIVE 


ry 


above Sea, 


Height, in 
Feet, 


1060 
1070 
1080 
1090 


1100 
1110 
1120 
11380 
1140 
1150 
1160 
1170 
1180 
1190 


Temperature of External Air— Degrees Fahrenheit. 


a 10° 


0.994 
1.006 
1.018 
1.031 
1.043 


1.055 
1.067 
1.079 
1.092 
1.104 


1.116 
1.128 
1.140 
1.152 
1.164 


1.177 
1.189 
1.201 
1.213 
1.225 


1.237 
1.249 
1.261 
1.273 
1.285 
1.298 
1.310 
1.3822 
1.334 
1.346 


1.358 
1.370 
1.382 
1.394 
1,406 


1.418 
1.430 
1,442 
1.454 
1.466 


0° 


0.970 
0.982 
0.994 
1.006 
1.018 


1.030 
1.041 
1.053 
1.065 
1.077 
1.089 
1.101 
1.113 
1.125 
1.137 
1.149 
1.160 
1.172 
1.184 
1,196 


1,208: 
1.220 
1.232 
1,243 
1.255 
1.267 
1.279 
1,291 
1,302 
1.314 


1.326 
1.338 
1,350 
1.361 
1.873 
1.385 
1.397 
1.409 
1.420 
1.482 


10° 


0.949 
0.961 
0.972 
0.984 
0.995 


1.007 
1.019 
1.030 
1.042 
1.053 


1.065 
1.077 
1.088 
1.100 
1.111 


1.123 
1.135 
1.146 
1.158 
1,169 


1.181 
1.192 
1,204 
1.215 
1.227 
1.238 
1.250 
1,261 
1.273 
1,284. 
1.296 
1.307 
1.319 
1.330 
1,342 
1.353, 
1.365 
1.376 
1.388 


1.399 


20° 


0.927 
0.938 
0.950 
0.961 
0.973 


0.984 
0.995 
1.007 
1.018 
1.030 


1.041 
1.052 
1.064 
1.075 
1.086 


1,098 
1.109 
1.121 
1.130 
1.143 


1.154 
1.165 
1.177 
1.188 
1.199 


1.211 
1,222 
1.233 
1.244 
1.256 


1.267 
1.278 
1.289 
1.301 
1.312 


1.3823 
1.3834 
1.345 
1.357 
1.368 


30° 


1,239 
1.250 
1.261 
1.272 
1.283 
1.294 
1.305 
1,315 
1.327 
1,338 


40° 


50° 


60° 


70° 


80° 


90° 


0.887 
0.898 
0.909 
0.920 
0.931 


0.942 
0.952 


0.963 
0.974 
0.985 


0.996 
1.007 
1.018 
1.029 
1.040 


1.051 
1.061 
1.072 
1.083 
1.094 
1.105 
1.116 
1.127 
1.137 
1.148 


1.159 
1.170 
1.181 
1.191 
1.202 
1.213 
1.224 
1,235 
1.245 


1.256 


1.267 
1.278 
1.289 
1,299 
1.310 


0.850 
0.860 
0.871 
0.881 
0.892 


0.902 
0.913 


yp e8 


os 


aERES 


eo Om 


Sos Sosse 
tS OC 
Beas 


0.817 
0.827 
0.837 
0.847 
0.857 


0.867 
0.877 
0.887 
0.897 
0.907 


0.917 
0.927 
0.937 
0.947 
0.957 


0.967 
0.977 
0.987 
0.997 
1.007 


1.017 
1.027 
1.037 
1.047 
1.057 
1.067 
1.077 
1.087 
1.097 
1.107 


1.117 
1.127 
1.137 
1.147 
1,157 


1.167 
1.177 
1.187 
1.197 
1.207 


0.801 
0.811 
0.821 
0.831 
0.841 


0.851 
0.860 
0.870 
0.880 
0.890 


0.900 
0.910 
0.920 
0.929 
0.939 


0.949 
0.959 
0.969 
0.978 
0.988 


0.998 
1.008 
1.018 
1.027 
1.037 


1.047 
1.057 
1.067 
1.076 
1.086 


1.096 
1.106 
1.115 
1.125 
1.185 


1.145 
1.154 
1.164 
1.174 
1.183 
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TABLE VIII. — Continued 


For REDUCING OBSERVATIONS OF THE BAROMETER TO SEA-LEVEL, 


CorRRECTION ADDITIVE 


= 


Temperature of External Air— Degrees Fahrenheit. 


Height, in 
Feet, 


LOS OS EOS E2028 "802 1/4025) 1602) 60> 1570255 80255902 


above Sea, 


1200 | 1.478 | 1.444 | 1.411 | 1.379 | 1.349 | 1.321 | 1.293 | 1.266 | 1.241 | 1.217 | 1.193 


1210 | 1.490} 1.456 | 1.422 | 1.390 | 1.360 | 1.332 | 1.303 | 1.276 | 1.251 | 1.227 | 1.203 
1220 | 1.502 | 1.467 | 1.434 | 1.401 | 1.371 | 1.342 | 1.314 | 1.288 | 1.261 | 1.237 | 1.212 
1230 | 1.514} 1.479 | 1.445 | 1.413 | 1.382 | 1.353 | 1.324 | 1.297 | 1.271 | 1.247 | 1.222 
1240 {1.526 | 1.491 | 1.457 | 1.424 | 1.393 | 1.364 | 1.335 | 1.307 | 1.281 | 1.257 | 1.232 


1250 | 1.538 | 1.502 | 1.468 | 1.435 | 1.404 | 1.374 | 1.345 | 1.317 | 1.291 | 1.266 | 1.242 
1260 | 1.550} 1.514 | 1.479 | 1.446 | 1.415 | 1.385 | 1.356 | 1.328 | 1.302 | 1.276 | 1.251 
1270 =| 1.562 | 1.526 | 1.491 | 1.457 | 1.426 | 1.396 | 1.366 | 1.338 | 1.312 | 1.286 | 1.261 
1280 =| 1.574 | 1.538 | 1.502 | 1.469 | 1.437 | 1.407 | 1.377 | 1.348 | 1.322) 1.296 | 1.271 
1290 =| 1.586 | 1.549 | 1.514 | 1.480 | 1.448 | 1.417 | 1.387 | 1.859 | 1.332 | 1.306 | 1.280 


1300 | 1.598} 1.561 | 1.525 | 1.491 | 1.459 | 1.428 | 1.398 | 1.369 | 1.342 | 1.316 | 1.290 
1310 | 1.610 | 1.573 | 1.536 | 1.502 | 1.470 | 1.439 | 1.408 | 1.379 | 1.352 | 1.326 | 1.300 
1320 | 1.622 | 1.584 | 1.548 | 1.513 | 1.481 | 1.449 | 1.419 | 1.390 | 1.362 | 1.336 | 1.309 
1330 | 1.684 | 1.596 | 1.559 | 1.525 | 1.492 | 1.460 | 1.429 | 1.400 | 1.372 | 1.346 | 1.319 
1340 | 1.646 | 1.608 | 1.571 | 1.536 | 1.503 | 1.471 | 1.440 | 1.410 | 1.382 | 1.356 | 1.329 


1350 | 1.658 | 1.620 | 1.582 | 1.547 | 1.514 | 1.482 | 1.450 | 1.420 | 1.393 | 1.366 | 1.339 
1360 | 1.669 | 1.631 | 1.593 | 1.558 | 1.524 | 1.492 | 1.461 | 1.431 | 1.403 | 1.375 | 1.348 
1370 | 1.681 | 1.643 | 1.605 | 1.569 | 1.535 | 1.503 | 1.471 | 1.441 | 1.413] 1.385 | 1.358 
1380 | 1.693 | 1.655 | 1.616 | 1.581 | 1.546 | 1.514 | 1.482 | 1.451 | 1.423 | 1.395 | 1.368 
1390 | 1.705 | 1.666 | 1.628 | 1.592 | 1.557 | 1.524 | 1.492 | 1.462 | 1.433 | 1.405 | 1.377 


1400 | 1.717 | 1.678 | 1.639 | 1.603 | 1.568 | 1.535 | 1.503 | 1.472 | 1.443 | 1.415 | 1.387 
1410 =| 1.729 | 1.690 | 1.650 | 1.614 | 1.579 | 1.546 | 1.513 | 1.482 | 1.453 | 1.495 | 1.397 
1420 | 1.741 | 1.701 | 1.662 | 1.625 | 1.590 | 1.556 | 1.524 | 1.492 | 1.463 | 1.435 | 1.406 
1480 | 1.753 | 1.713 | 1.673 | 1.636 | 1.601 | 1.567 | 1.534 | 1.503 | 1.473 | 1.444 | 1.416 
1440 | 1.765 | 1.724 | 1.685 | 1.647 | 1.612 | 1.577 | 1.545 | 1.513 | 1.483 | 1.454 | 1.426 


1450 =| 1.777 | 1.736 | 1.696 | 1.658 | 1.623 | 1.588 | 1.555 | 1.523 | 1.493 | 1.464 | 1.436 
1460 =| 1.788 | 1.748 | 1.707 | 1.670 | 1.633 | 1.599 | 1.565 | 1.533 | 1.503 | 1.474 | 1.445 
1470 =| 1.800} 1.759} 1.719 | 1.681 | 1.644 | 1.609 | 1.576 | 1.548 | 1.513 | 1.484 | 1.455 
1480 =| 1.812] 1.771 | 1.780 | 1.692 | 1.655 | 1.620 | 1.586 | 1.554 | 1.523 | 1.493 | 1.465 
1490 | 1.824 | 1.782 | 1.742 | 1.703 | 1.666 | 1.630 | 1.597 | 1.564 | 1.533 | 1.503 | 1.474 


1500 | 1.836 | 1.794 | 1.753 | 1.714 | 1.677 | 1.641 | 1.607 | 1.574 | 1.543 | 1.513 | 1.48 t 


ELEVATION ABOVE SEA-LEVEL OF THE GREAT LAKES 


Lake Superior, 602 ft. | Lake Huron, 581 ft. 
Lake Michigan, 581 ft. Lake Erie, 573 ft. 
Lake Ontario, 247 ft. 
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TABLE IX 


Bortinc TEMPERATURE t OF WATER FOR DIFFERENT BAROMETRIC 
Pressures 6 (From Regnault’s observations) 


‘ 
b b b 
mm. t° mm. Le mm t° 
680 96.92 720 98.50 760 100.00 
81 96.96 21 54 61 04 
82 97.00 22 OT 62 07 
83 05 23 61 63 Al 
84 09 24 65 64 15 
85 13 25 69 65 18 
86 17 26 73 66 22 
87 21 27 17 67 -26 
88 25 28 -80 68 .29 
689 97.29 29 84 69 233 
730 98.88 770 100.36 
690 97.32 
91 36 731 98.92 771 100.40 
92 40 32 -96 72 44 
93 44 33 98.99 73 AT 
94 48 34 99.03 74 51 
95 52 35 OT 75 55 
96 56 36 11 76 58 
97 60 37 14 17 62 
98 64 38 18 78 65 
699 68 39 22 79 .69 
700 97.72 740 99.26 780 100.73 
701 97.76 741 99.30 
02 .80 42 33 
03 84 43 37 
04 88 44 41 
05 92 45 44 
06 96 46 48 
07 97.99 47 52 
08 98.03 48 56 ‘ 
09 OT 49 59 
710 98.11 750 99.63 
711 98.15 751 99.67 
12 19 52 71 
13 23 53 74 
14 27 54 78 
15 31 55 82 
16 34 56 85 
17 38 57 89 
18 42 58 93 
19 46 59 96 
720 98.50 760 100.00 


Aluminum 
Brass . 
Copper 
Iron, cast. 


Iron, wrought . 


Aluminum . 
Brass . 
Copper . 
Iceen a: 

Tron 

Glass . 
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TABLE X 
COEFFICIENTS OF LINEAR EXPANSION 


0.00002221 | Lead 

0.00001875 | Silver . ; 
0.000017 Steel, tempered 
0.00001125 | Steel, untempered 
0.00001220 | Zinc F 


TABLE XI 
Speciric HEAtTs 


0.2122 | Lead . 
0.086 | Mercury. 
0.09338 | Nickel 
0.504 | Silver. 
0.1124] Zinc . 
0.1770 
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0.00002798 
0.00001943 
0.00001522 
0.00001095 
0.00002976 


0.0315 
0.0335 
0.1092 
0.0559 
0.0935 
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TABLE XII 


Size or Wire, Ero. American Gauge (B. & S§.) 


Pure Copper Wire. 


5 Se Re 24° 0 
S ‘ sistance at L 
ai Weight. or 76° F. 
ap 
& 

o D:ameter in % 
Byars Area in Ra Ft. per ay Ohms 
Mis, Paitin) in Mils. |2T1™- 11000 re} «EY | tooo, | Beate 
9000 | 460.00 | 11.684 | 211600.0 | 166191 | 689.33 1.56 051 -0000798 
000 | 409.64 | 10.405 | 167805.0 | .181790 | 507.01 1.97 .064 -00012T 

00} 364.80 | 9.266 | 138079.4 | 104590 | 402.09 2.49 081 000202 

0| 324.95 | 8.254 | 105592.5 | .082932 | 319.04 3.18 102 .000820 

1| 989.30 | 7.348 | 83694.2 | .065738 | 252.88 3.95 1129 .00051 

2| 957.63 | 6.544 | 66373.0 | .052180 | 200.54 4.99 1168 000811 

3| 209.49 | 5.827 | 52634.0 | .041389 | 159.08 6.29 (205 .001283 

4| 20431 | 5.189 | 41742.0 | 082784 | 126.12 7.98 259 .00205 

5 | 181.94 | 4.621 | 33102.0 | .025998 | 100.01 10.00 326 00826 

6 | 162.02 4.115 26250.5 | .020617 10. 12.61 411 .00518 

7} 144.28 8.665 20816.0 | .016349 62.90 15.90 519 -00824 

8] 128.49 8.264 16509.0 | .012766 49.88 20.05 654 .01811 

9] 114.48 2.907 18094.0 | .010284 89.56 25.28 .824 .02083 
10} 101.89 2.588 10381.0 | .008153 81.37 31.88 1.040 .03314 
11] 90.74 2.805 8284.0 | .006467 24.58 40.20 1.811 .05269 
12; 980.81 2.058 6529.9 | .005129 19.73 50.69 1.653 08877 
13} 71.96 1.828 5178.4 | .004067 15.65 63.91 2.084 1832) 
14| 64.01 1.628 4106.8 | .003147 12.41 80.59 2.628 .2118 
15 |. 57.07 1.450 8256.7 | .002558 9.84 101.63 8.814 .8368 
16] 50.82 1.291 2582.9 | .002029 7.81 128.14 4.179 5855 
17] 45.26 1.150 2048.2 | .001609 6.19 161.59 5,269 .8515 
18} 40.30 1.024 1624.3 | .001276 4.91 203.76 6.645 1.858¢ 
19| 85.89 .899 1252.4 | .000984 8.78 264.26 8.617 2.277 
20} 31.96 .812 1021.5 &.000802 8.09 824.00 10.566 8.423 
21| 28.462 123 810.1 | .000686 2.45 408.56 18.3823 5.448 
22) 25.85 644 642.7 | .000505 1.94 515.15 16.799 8.654 
23] 22.57 573 509.5 | .000400 1.54 649.66 21.185 13.768 
24) 20.10 511 404.0 | .000317 aS 4 
25| 17.90 455 820.4 | .000252 97 1082.96 83.684 84.795 
26) 15.94 405 254.0 | .000199 AUS 1302.61 42.477 55.881 
27} 14.19 861 201.5 | .000158 61 1642.55 58.568 87.979 
28) 12.64 821 159.8 | .000125 48 2071.22 67.542 189.893 
29| 11.26 .286 126.7 | .000100 388 2611.82 85.170 222.449 
80} 10.08 255 100.5 | .000079 .80 | 8293.97 107.891 858.742 
81 8.93 227 79.7 | .000063 24 4152.22 185.402 562.221 
82 7.95 -202 63.2 | .000050 19 5286.66 170.765 894.242 
83 7.08 .180 50.1 | .000089 15 6602.71 215.812 | 1421.646 
84 6.30 .160 89.7 | .000081 12 8828.30 271.588 | 2261.82 
85 5.61 148 81.5 | .000025 10 | 10501.85 842.448 | 8596.104 
86 5.00 127 25.0 | .000020 08 | 18238.83 431.712 | 5715.86 
87 4.45 118 19.8 | .000016 -06 | 16691.06 544.287 | 9084.71 
88 8.96 101 15.7 | .000012 .05 | 20854.65 686.511 | 14320.26 
89 8.53 090 12.5 | .000010 -04 | 26802.23 865.046 | 22752.6 
40 8.14 .080 9.9 | .000008 -03 | 38175.94 | 1091.865 | 86223.59 
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Sizes anD Numbers oF STEEL Music or Piano Wire (ENGLISH) 


No. of Diameter in No. of Diameter in No. of Diameter in 
Gauge. Inches. Gauge. Inches, Gauge. Inches, 
2 0.0105 11 0.0270 21 0.0445 
3 0.0115 12 0.9285 22 0.0470 
4 0.0125 13 0.0305 23 0.0490 
5 0.0145 14 0.0320 24 0.0530 
6 0.0150 15 0.0350 25 0.0560 
7 0.0175 16 0.0360 26 0.0605 
8 0.0190 17 0.0380 27 0.0640 
9 0.0220 18 0.0400 28 0.0685 
10 0.0245 18) 0.0420 29 0.0715 
20 0.0430 30 0.0750 
TABLE XIV 
APPROXIMATE ELECTROMOTIVE FoRCE OF PRIMARY BATTERIES 
AY s, Seateeriatoe aie, H,SO, + 4 Aq., CuSOy,, eons Heh: 1.079 volts. 
“ec + 12 “ec “ee 0.978 ce 
““ “cc “ “cc + 12 Aq., CuNOs, “ec 1.000 “cc 
s equi-dense solutions of ZnSO,, and Wis plates of 
pure ZnandCu. . . 1104 ss 
Bunsen, amalgamated zine, H,SO,-+ 12 Aa, ci, A. HNOy, 
carbon i. 1.964 ‘ 
Grove, amalgamated zinc, ” HS, - 12 Aq. i + Aq. op HINO, 
platinum 5 1.956 “‘ 
Leclanché, zine in saturated solution of NH,Cl. 32 
ROWAN HOMOF NEG eo 5 o co weds a o& 2:00)" ass 
Carhart Clarkistandard cell 25. 3 say ese 144 ‘ 
TABLE XV 
VeELociry oF Sounp at 0° C, 
Meters Meters 
Air 22 5 4) « persec. 332)| Maple «|= . . . . persec. 4106 
JAE So ‘oll abies oe 4668 | Oak A TA es 3847 
IBERc Geo oa x Bs 3318 | Oxygen . We 317 
Carbon dioxide. . sé 261 | Pine ss 3322 
Coppers eae see c ue 3556 | Steel . ; s 5237 
CCM 6 67a on & <6 se 4526 | Water at 8°.1 . os 1435 
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Air. pes 
Alcohol, ethyl] . 
Benzine . 

Canada balsam 


. 


Carbon disulphide 
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TABLE XVI 
Inpices or Rerraction (For THE D Line) 

1.000294 | Diamond . 2.47 to 2.75 
1.361 Flint glass . . . . -1d57tol71 
1.49 Glycerine Ses 1.47 
1.54 SY se Sy pews mc oO. At 1.310 
1.626 Water a, us, 6 isn on, sie, toe oom 
1.5150 


Crown glass 


TABLE XVII 


TRIGONOMETRICAL FUNCTIONS 


For angles greater than 45°, find the degrees in the last right-hand 
column, reading from the bottom up, and using the names at the bottom 
When the function for a fraction of a degree is required, 
find the function for the whole number of degrees, and add to it the 
product obtained by multiplying the difference between that number and 


of the columns. 


that for the next degree by the decimal parts of the degree. D. = differ- 
ences. 
Angle.| Sine. | D. | Tangent. | D. | Cotangent.|} D. | Cosine. | D. | Angle, 
0 | 0.000 | 47] 0.000 | 4, 1.000 | g| 90 
1 | 0.017 | 3, | 0.017 | 39} 57.29 1.000 | ;| 89 
2 | 0.035 | 47] 0.035 | 57 | 28.64 0.999 | 9] 88 
3 | 0.052 | 3, | 0.052 | 54 | 19.08 0.999 | 5 | 87 
4 | 0.070 | 47] 0.070 | 357] 14.30 0.998 | 5 | 86 
5 | 0.087 | 4g] 0.087 | 3, | 1143 0.996 | 3] 85 
6 0.105 | 47 0.105 18 9.514 0.995 9 | 84 
7 | 0.122 | 47] 0.123 | 33 8.144 0.993 | 3] 83 
8 | 0.189 | 47 |. 0.141 | 37 7-115 | 94; | 0.990 | 5 | 82 
9 | 0.156 | 4.) 50.158 | 33 6.314 | 43 | 0.988 | 3] 81 
10 | 0.174 | 47] 0.176 | 4g} 5.671 | 555 | 0.985 | 3] 80 
11 | 0191 | 47] 0.194 | 49 5.145 | 44g | 0.982 re ae 
12 | 0.208 | 57 | 0.213 | 33 4.705 | 374 | 0.978 | 4 | 78 
13 | 0.225 | 57] 0.231 | 45 4.331 | 35) | 0.974 | 4] 77 
14 | 0.243 | 37] 0.249 | 36 4.011 | 579 | 0.970 76 
15 | 0.259 | 37 | 0.268 | 39] 3.7382 | dip | 0.968 | | 75 
16 | 0.276 | 4g] 0.287 | 49 3.487 | 976 | 0.961 74 
17 | 0.292 | 47 | 0.806 | 75) .BaTl | the \ooses |) 2] 73 
18 | 0.309 | 47) 0.325 | 35] 3.078 | 172 | 095 | 8] 72 
19 | 0.326 | 46] 0.344 | 95 2.904 | 457 | 0.946 | g| 771 
Angle. | Cosine. | D. | Cotangent.| D. | Tangent. | D. | Sine, | D, | Angle. 
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Angle.| Sine, | D, | Tangent. | D. | Cotangent.; D. | Cosine. | D, | Angle. 
20 0.342 0.364 2.747 0.940 70 
Bien ROroS gl” |e .0.582%n 57) 02.605 biter 0.934 1) N69 
22 0.375 16 0.404 20 2.475 119 0.927 6 68 
23 0.391 16 0.424 21 2.356 110 0.921 7 67 
24 0.407 16 0.445 21 2.246 101 0.914 8 66 
25 0.423 15 0.466 99 2.145 95 |. 0.906 7 65 
26 0.438 16 0.488 29 2.050 87 0.899 8 64 
27 0.454 15 0.510 29 1.963 82 0.891 8 63 
28 0.469 16 0.532 99 1.881 17 0.883 8 62 
29 0.485 15 0.554 33 1.804 72 0.875 9 61 
30 0.500 15 0.577 24 1.732 68 0.866 9 60 
31 0.515 15 0.601 24 1.664 64 0.857 9 59 
32 0.530 15 0.625 24 1.600 60 0,848 9 58 
33 0.545 14 0.649 26 1.540 57 0.839 10 57 
34 0.559 15 0.675 25 1.483 5b 0.829 10 56 
35 0.574 | 44 0.700 27 1.428 52 0.819 10 55 
36 0.588 14 0.727 97 1.376 49 0.809 10 54 
37 0.602 14 0.754 27 1.327 47 0.799 W 53 
38 0.616 13 0.781 29 1.280 45 0.788 | 44 52 
39 0.629 14 0.810 29 1,235 43 0.777 | 44 51 
40 0.643 13 0.839 30 1.192 42 0.766 11 50 
41 0.656 13 0.869 31 1.150 39 0.755 | 49 49 
42 0.669 13 0.900 33 1.111 39 0.743 | 49 48 
43 0.682 13 0.933 33 1.072 36 0.731 12 47 
44 0.695 12 0.966 34 1.036 36 0.719 12 46 
45 0.707 1.000 1,000 0.707 45 

Angle, | Cosine. | D. | Cotangent.| D, | Tangent. | D, | Sine. | D. | Angle. 
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THE GATEWAY SERIES 


HENRY VAN DYKE, General Editor 


SHakesPEARE’s MercuanT or Venice. Felix E. Schelling, University of 
Pennsylvania. $0.35. 

SHAKESPEARE’S Jutius Carsar. Hamilton W. Mabie, ‘‘ The Outlook.”’ 
$0.35. 

Suaxespeare’s Maczetu. T. M, Parrott, Princeton University. $0.40. 

Micton’s Minor Poems. M. A, Jordan, Smith College. $0.35. 

Appison’s Sir RoGer pr Covertry Papers. C. T. Winchester, Wes- 
leyan University. $0.40. 

Goxpsmitx’s Vicar or WaxeFieLp. James A. Tufts, Phillips Exeter 
Academy. 0.45. 

Burke’s SprEcH oN CowncitiaTion. William MacDonald, Brown 
University. $0.35. 

Coreripce’s Ancient Mariner. George E. Woodberry, Columbia 
University. $0.30. 

Scorr’s Ivannor. Francis H. Stoddard, New York University, $0.50. 

Scorr’s Lapy or THE Laxr. R. M. Alden, Leland Stanford Jr. 
University. $0.40. 

Macauray’s Mirron. Rev. E. L. Gulick, Lawrenceville School. 
$0.35. 

Macavtay’s Appison. Charles F, McClumpha, University of Minnesota. 
$o.35. 

Macautay’s ADDISON AND JoHNson. In one volume (McClumpha and 
Clark). 0.45. 

Macautay’s Lire or Joxnson. J. S. Clark, Northwestern University. 
$0.35. 

Cartyte’s Essay on Burns. Edwin Mims, Trinity College, North 
Carolina. ff0.35. 

Grorce Exiot’s Siras Marner. W. L. Cross, Yale University. 
fo.4o. 

Tennyson’s Princess. K. L. Bates, Wellesley College. $0.40. 

Tennyson’s GareTH AND LyneTr£, LanceLor anp Exaine, and THE 
Passinc or ArTuur. Henry van Dyke, Princeton University. 
fo.35. 

Emerson’s Essays. Henry van Dyke, Princeton University. ffo.35. 

Frankiin’s AuroprocrarHy. Albert Henry Smyth, Central High 
School, Philadelphia. 

Gasxett’s Cranrorp. Charles E. Rhodes, Lafayette High School, 
Buffalo. $0.40. 


AMERICAN BOOK COMPANY 


ESSENTIALS IN ANCIENT 
HISTORY 


From the Earliest Records to Charlemagne. By ARTHUR 
MAYER WOLFSON, Ph.D., First Assistant in His- 
tory, DeWitt Clinton High School, New York. In 
consultation with ALBERT BUSHNELL HART, 
LL.D., Professor of History, Harvard University 


$1.50 


HIS volume belongs to the Essentials in History Series, 
which follows the plan recommended by the Committee 
of Seven, and adopted by the College Entrance Examina- 

tion Board, and by the New York State Education Depart- 
ment. The pedagogic apparatus is amply sufficient for any 
secondary school. 
€| The essentials in ancient history are presented as a unit, 
beginning with the earliest civilization in the East, and end-. 
ing with the establishment of the Western Empire by Charle- 
magne. More attention is paid to civilization than to mere 
constitutional development, the latter being brought out in the 
narrative, rather than as a series of separate episodes. 

€| A departure has been made from the time-honored method 

of carrying the subject down to the end of Greek political life 

before beginning the story of Rome. ‘The history of the two 
civilizations is not entirely distinct; hence, it has seemed wise, 
after completing the account of the life and work of Alexan- 
der, to tell the story of the beginnings of Rome. Afterwards 
the history of the East is resumed, and carried on to the point 
where it merges into that of Rome. Should any teacher, 
however, prefer the old method of treating the two nations, 
he has only to take up Chapters XXIV and XXV before 

Chapters XVIII to XXIII. The Roman Empire, a very 

important but much neglected period of history, is brought 

out in its just proportions, and with reference to the events 
which had the greatest influence. 


ANE RICAN BOO Ke@GiViEraeNen 


(137) 


(83) 


ENGLISH Sie aa TN 


SCHOOL COMPOSITION Meena on + 0 f3Oo5O 
By WILLIAM H. MAXWELL, M.A., Ph. D. S Clty 
Superintendent of Schools, New were City, and EMMA 
L. JOHNSTON, A.B., Principal of Public School No. 

140, Brooklyn 


HIS book is designed for the last two years of the 

grammar school, and is carefully graded, each of its four 

parts furnishing material for about twenty weeks’ work, 
In Parts I and II each lesson begins with an interesting model 
composition, taken from the work of a literary writer, which 
is sufficiently brief and simple to serve as a model of form for 
young writers. By means of brief ¢¢studies”’ pupils are led 
to discover some of the broad principles underlying the art of 
expression, and by means of exercises in imitation they are 
taught to apply these principles. Part III is devoted to the 
study of paragraphing, and in Part IV all that was learned 
empirically in the other three parts is systematically set forth. 


WRITING IN ENGLISH .. . ee B05 715) 
By WILLIAM H. MAXWELL and GEORGE 7. 
SMITH, M.A., Ph.D., Member of the Board of Ex- 
aminers, "New York City 


N this course for upper grammar classes and high schools, 
entire compositions are taken up at first, followed’ by 
paragraphs, then by sentence construction, and finally, 

by the smallest units of composition, words. Models of good 
composition, selected for their style and for their skilfully 
ordered presentation of ideas, form a prominent feature, and, 
because of their character, give interest and value to the work, 
Particular attention is called to the large number and practical 
character of the exercises, which have been planned and 
arranged with the greatest care, and which constitute the 
active and living element of the book. 


Evie Re Crag Ne OO Kyi OM PANY 


COMMERCIAL GEOGRAPHY 
$1.25 


By HENRY GANNETT, Geographer of the United States Geological 
Survey and the Twelfth Census; CARL L. GARRISON, Principal 
of the Morgan School, Washington, D. C.; and EDWIN J. 
HOUSTON, A.M., Ph.D. (Princeton), Emeritus Professor of 
Physical Geography and Physics, Central High School, Philadelphia. 


N this book commercial geography is presented in a simple, 
methodical, and logical way, to the end that its study 
shall be not only informative, but truly educative and 
worth while. The treatment is divided into three parts: 
Commercial Conditions; Commercial Products; and Com- 
mercial Countries. The first portion gives a clear, brief 
statement of the physical, social, and economic conditions 
that largely influence commerce in every region. ; 

| The second part treats of the cultivation of the soil, and of 
the vegetable, animal, and mineral products that enter com- 
merce. ‘The great commercial staples are taken up separately, 
and their production, manufacture, and use described. Dia- 
grammatic maps and graphic diagrams are presented, showing 
where each staple is produced, and the percentage of the world’s 
product supplied by each of the chief contributing countries. 
€| The final and largest division is devoted to a careful 
description of each of the countries of the earth with special 
reference to its industries and commerce. Maps of the 
countries indicate the location of the chief industrial centers, 
the trade routes, and the production areas. Diagrams or 
tables of imports and exports, etc., are also numerous. 

“| The present condition of the world’s commerce is care- 
fully and accurately portrayed. In the text figures of abso- 
lute quantities and values have been largely avoided, because 
it is the relative rather than the absolute quantities that the 
pupil should remember. Hence the products of countries are 
usually given in percentages of the world’s total. Absolute 
quantities can easily be deduced by comparing these percent- 
ages with the tables at the close of the book. 
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COLLEGE ENTRANCE 
REQUIREMENTS IN ENGLISH 


For Study and Practice 


1906-1908 
Complete Requirements in one volume. (Eclectic) . $0.80 
Shakespeare’s Julius Cesar. (Gateway) (Mabie). 35 
The same. (Rolfe) $0.56. ‘The same. (Eclectic), .20 
Milton’s Minor Poems: L’Allegro, I] Penseroso, 
Comus, and Lycidas. (Gateway) (Jordan), 35 
The same. (Rolfe) $0.56, ‘The same. (Eclectic), .20 
Burke’s Speech on Conciliation with America. Mate 
way) (MacDonald) . .. . ds 35, 


The same. (Eclectic) . EZ0 
Macaulay’s Essay on Addison, (Gateway) Aue 
Cliumphay". = m5 
ettesdmera (Cece y 9... 5 Ste te Wye kee 520 
Macaulay’s Life of Johnson. (Gateway) (Clark), 35 
piewersamicw pi FClCOHC)) 7) wr ee ny tease) 4p) - e2O 
IgOg-I9I1 


Complete Requirements in one volume. (Eclectic), $o.go 

Shakespeare’s Macbeth. (Gateway) (Parrott) . .40 

The same. (Rolfe) $0.56. The same. (Eclectic), .20 
Milton’s Minor Poems: L’Allegro, Il Penseroso, 

Comus, and Lycidas. (Gateway) (Jordan), .35 

The same. (Rolfe) $0.56. ‘The same. (Eclectic), .20 
Burke’s Speech on Conciliation with America. (Gate- 

Way wniaeDonald Yee oF yh Ger” @ 4 335 

The same..—(Eclecti¢) —. ; .20 
Or Washington’s Farewell Address, and “Webster's s 

First Bunker’ Hill Oration. (eclectic) . . .2z0 

Macaulay’s Life of Johnson. (Gateway) (Clark),  .35 


tihessame. a! (Eclectic) > by in asad eke 
Or Carlyle’s Essay on Burns. (Gateway) (Mims) 5 35 
SP icecdmicrme, ((UCLCCUS ory Ma wee a ge ee | RO 
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AMERICAN LITERATURE 


AMERICAN: POEMSia) 00 oe eyes 
With notes and biographies. By AUGUSTUS WHITE 
LONG, Preceptor in English, Princeton University, Joint 

Editor of Poems from Chaucer to Kipling 


HIS book is intended to serve as an introduction to the 
systematic study of American poetry, and, therefore, 
does not pretend to exhaustiveness. All the poets from 

1776 to 1900 who are worthy of recognition are here treated 

simply, yet suggestively, and in such a manner as to illustrate 

the growth and spirit of American life, as expressed in its 
verse. Each writer is represented by an appropriate number 
of poems, which are preceded by brief biographical sketches, 
designed to entertain and awaken interest. ‘The explanatory 
notes and the brief critical comments give much useful and 
interesting information. 


MANUAL OF AMERICAN LITERATURE, g0.60 
By JAMES B. SMILEY, A.M., Assistant Principal of 
Lincoln High School, Cleveland, Ohio 


HE aim of this little manual is simply to open the way 

to a study of the masterpieces of American literature. 

The treatment is biographical rather than critical, as 
the intention is to interest beginners in the lives of the great 
writers, and thus to encourage a freer and less mechanical 
study of their works. Although the greatest space has been 
devoted to the most celebrated writers, attention is also di- 
rected to authors prominent in the early history of our 
country, and to a few writers whose books are enjoying the 
popularity of the moment. Suggestions for reading, both 
with reference to each author’s works and along biographical 
lines, appear at the end of the chapters. 
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ECVE GERIC ENGLISH; GLASSLCS 


Addison’s Sir Roger de Coverley Papers . 

Arnold’s Sohrab and Rustum . r 
Burke’s Conciliation with the American. @elonie: 5 
Burns’s Poems— Selections 

Byron’s Poems— Selections 

Carlyle’s Essay on Robert Burns 5g 

Chaucer’s Prologue and Knighte’s Tale . 

Coleridge’s Rime of the Ancient Mariner 

Cooper's Pilot aun 

Defoe’s History of the Plague j in London 
DeQuincey’s Revolt of the Tartars 

Dryden’s Palamon and Arcite . 

Emerson’s American Scholar, Self Reliance, and Compensation 
Franklin’s Autobiography . 

George Eliot’s Silas Marner . . 

Goldsmith’s Vicar of Wakefield, and Deserted Village . 6 
Gray’s Poems— Selections . Son) 46 

Irving’s Sketch Book — Selections 

Tales of a Traveler 
Macaulay’s Essay on Addison . 

Essay on Milton . : 

Life of SamuelJohnson. . 

Second Essay on the Earl of Chatham 
Milton’s L’ Allegro, I] Penseroso, Comus, and Lycidas 

Paradise Lost—BooksIandII . . . 

Pope’s Homer’s Iliad — Books I, VI, XXII, and XXIV 

Rape of the Lock, and Essay on Man : 
Scott’s Abbot . oo Dy ea ets eae ds 

Ivanhoe. 

Lady of the Lake 

Marmion . : 

Woodstock . . 

Shakespeare’s As You Like it. 

Hamlet y 66 

Julius Caesar . 

Macbeth ; 

Merchant of Wenlce 

Midsummer-Night’s Dream 

Twelfth Night A 
Southey’s Life of Nelson . . 

Tennyson’s Idylls of the King — Selections. 

Princess») ~. : 
Washington’s Farewell Adaress, & Webster’ s Ist Bunker Hill Oration, 
Webster’s Bunker Hill Orations . 4. eee 
Wordsworth’s Poems— Selections 


AMERICAN BOOK COMPANY 


A HISTORY OF ENGLISH 
LITERATURE 


By REUBEN POST HALLECK, M.A. (Yale), Louisville 
Male High School 


$1.25 


ALLECK’S HISTORY OF ENGLISH LITER- 
ATURE traces the development of that literature from 
the earliest times to the present in a concise, interesting, 

and stimulating manner. Although the subject is presented 
so clearly that it can be readily comprehended by high school 
pupils, the treatment is sufficiently philosophic and suggestive 
for any student beginning the study. 

4| The book is a history of literature, and not a mere col- 
lection of biographical sketches. Only enough of the facts 
of an author’s life are given to make students interested in 
him as a personality, and to show how his environment 
affected his work. Each author’s productions, their rela- 
tion to the age, and the reasons why they hold a position 
in literature, receive treatment commensurate with their 
importance. 

€| One of the most striking features of the work consists in 
the way in which literary movements are clearly outlined at 
the beginning of each chapter. Special attention is given to 
the essential qualities which differentiate one period from 
another, and to the animating spirit of each age. The author 
shows that each period has contributed something definite 
to the literature of England, either in laying characteristic 
foundations, in presenting new ideals, in improving literary 
form, or in widening the circle of human thought. 

4] At the end of each: chapter a carefully prepared list of 
books is given to direct the student in studying the original 
works of the authors treated. He is told not only what to 
read, but also where to find it at the least cost. The book 
contains a special literary map-of England in colors. 
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